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Summary 

Problem 

Conventional  U.S.  Air  Force  medical  assets  have  been  undergoing  analysis  with  Naval  Health 
Research  Center  (NHRC)  methods  for  modeling  clinical  requirements  since  2005.  Currently  the 
Air  Force  has  tasked  NHRC  to  study  Unit  Type  Codes  (UTCs)  and  how  they  relate  to  each  other. 
The  UTCs  are  being  studied  as  a  system  so  that  capability  enhancements  can  be  identified.  The 
initial  phase  of  this  medical  modeling  effort  evaluated  the  Small  Portable  Expeditionary 
Aeromedical  Rapid  Response  (SPEARR)  system,  which  is  composed  of  the  advanced  echelon 
teams  Mobile  Field  Surgical  Team,  Expeditionary  Critical  Care  Team,  and  Preventive  and 
Aerospace  Medicine.  The  follow-on  effort  evaluated,  the  Expeditionary  Medical  Support 
(EMEDS)  Basic,  which  studied  the  clinical  requirements  for  the  Air  Force’s  deployable 
platforms  providing  first  responder  and  forward  resuscitative  capability.  This  report  details  the 
clinical,  medical  materiel,  and  staffing  requirements  to  support  an  operational  EMEDS+10  UTC. 

Objective 

The  objective  of  this  study  was  to  provide  recommendations  on  Allowance  Standard  (AS) 
configurations  for  EMEDS+10  based  on  operational  and  clinical  requirements.  In  modeling 
EMEDS+10,  a  complex  deployable  U.S.  Air  Force  medical  system,  the  advantages  of  medical 
modeling  and  simulation  are  demonstrated. 

Approach 

NHRC’s  methods  for  modeling  clinical  requirements  to  determine  and  validate  UTC  capability 
include  the  use  of  clinician  and  logistician  input  acquired  during  a  Force  Development 
Evaluation  (FDE),  conducted  in  February,  2008  at  Langley  Air  Force  Base,  Virginia.  Subject 
matter  experts’  input  allowed  NHRC  to  generate  a  valid  patient  stream  using  NHRC’s  Patient 
Condition  Occurrence  Frequency  tool.  This  patient  stream  guides  a  simulation  that  is  consistent 
with  the  operational  requirements  of  EMEDS+10  configurations.  With  a  developed  scenario  in 
place,  NHRC’s  Estimating  Supplies  Program  was  used  to  determine  the  initial  materiel 
requirements  for  each  clinical  functional  area  (FA).  The  result  was  a  line  list  that  is  operationally 
based  and  patient  driven. 

Results 

The  models,  primarily  constructed  with  data  collected  at  the  FDE,  have  identified  the  capability, 
operational  requirements,  and  materiel  solutions  of  the  EMEDS+10  UTC.  During  the  process, 
issues  of  modernization,  clinical  requirement,  standardization,  and  redundancy  were  addressed. 
Noteworthy  enhancements  were  made  in  the  Operating  Room,  Ward,  and  Laboratory  FAs  to 
contribute  to  the  mission  and  clinical  requirements  of  EMEDS+10. 

In  addition,  materiel  requirements  provided  by  the  Pharmacy  and  Logistics  FAs  were  identified 
in  Anesthesia,  Operating  Room,  Ward,  Emergency  Room,  and  Flight  Medicine  FAs.  There  are  a 
limited  number  of  medications  that  are  organic  to  functional  areas’  AS;  all  requirements  for 
medications  were  satisfied  by  the  Pharmacy  or  residual  supplies  and  equipment  from  the 
EMEDS  Basic  and  SPEARR. 
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Conclusion 

Modeling  and  simulation  of  the  complex  EMEDS+10  medical  system  provides  the  Air  Force 
with  a  range  of  valid  materiel  solutions  for  this  UTC.  This  effective  AS  review  focused  on 
mission,  operational  requirements,  and  capability,  and  will  support  improvements  to  the  Air 
Force’s  agile,  deployable  medical  resources. 
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Background 

The  Naval  Health  Research  Center  (NHRC)  has  modeled  clinical  requirements  to  create  and 
update  U.S.  Marine  Corps  medical  capabilities  and  Authorized  Medical  Allowance  Lists 
(AMALs)  since  the  mid-1990s.  Like  the  Marine  Corps,  Air  Force  medical  units  must  remain 
light,  small,  and  flexible.  In  2004,  the  Air  Force  Medical  Logistics  Division,  Office  of  the 
Surgeon  General,  Medical  Operations  Agency  tasked  NHRC  to  conduct  a  proof-of-concept  study 
to  assess  the  feasibility  of  using  its  medical  modeling  tool  for  U.S.  Air  Force  clinical  requirement 
Allowance  Standard  (AS)  development  and  management.  Following  the  success  of  that  proof-of- 
concept  study,  NHRC  was  tasked  by  the  Air  Force  to  model  elements  of  its  expeditionary 
medical  capabilities  which  include  surgical  subspecialty  Unit  Type  Codes  (UTCs)  Oral  Surgery 
Augmentation  Team  ,  Ear,  Nose  and  Throat  Augmentation  Team,  and  Gynecological  Treatment 
Team.  Having  successfully  completed  these  studies,  the  Air  Force  has  since  tasked  NHRC  to 
conduct  further  studies  that  demonstrate  the  benefit  of  modeling  medical  supply  requirements  for 
Expeditionary  Medical  Support  (EMEDS).  To  date,  the  EMEDS  modeled  and  reported  are  Small 
Portable  Expeditionary  Aeromedical  Rapid-Response  (SPEARR)  system  and  EMEDS  Basic.4’5 
This  report  lays  out  the  results  of  the  EMEDS+10  study.  Following  this  study  will  be  a  modeling 
of  EMEDS+25. 

The  U.S.  Air  Force  Medical  Service  responds  to  a  wide  range  of  potential  scenarios,  from 
providing  forward  resuscitative  care  to  warfighters  to  humanitarian  assistance  to  civilian 
populations.6  The  Air  Force  organizes  its  EMEDS  in  ways  that  have  proved  effective  across 
missions;  planners  have  adhered  to  the  Joint  Vision  2010  and  provided  medical  resources  that  are 
highly  mobile,  impose  a  minimal  logistic  footprint,  and  do  not  compromise  on  capability.7 
Looking  forward,  the  guidance  provided  in  the  Joint  Vision  2020  calls  for  a  more  scientific 
approach,  one  that  leverages  and  enhances  existing  information  technologies.  These  are  key 
enablers  that  support  modem  operational  capability.8  Emphasis  on  mobility  and  capability  has 
resulted  in  a  modular  approach  to  EMEDS  that  is  reflected  in  current  planning,  preparation,  and 
deployment.9 

EMEDS+10  provides  medical  capability  similar  to  the  EMEDS  Basic  in  terms  of  clinical  tasks. 
These  UTCs  are  light,  agile,  and  rapidly  deployable  and  provide  Forward  Resuscitative  Care  in 
the  Joint  Taxonomy  Continuum  of  Health  Care  Capabilities.10  EMEDS  Basic  provides  acute 
intervention  and  primary  care  services  to  support  a  population  at  risk  (PAR)  of  1500-3000 
deployed  personnel.  EMEDS+10  provides  a  modestly  enhanced  capability  beyond  what  the 
EMEDS  Basic  possesses.  EMEDS+10  can  provide  care  for  a  population  at  risk  of  3000-5000. 
Enhancements  at  the  EMEDS+10  are  more  than  an  increased  throughput.  The  orthopedic  surgery 
capability  was  enhanced,  going  beyond  the  “life  and  limb  saving”  techniques,  which  now  include 
open  reduction  and  internal  fixation  of  long  bone  fractures  and  the  establishment  of  a  ward  with 
longer  patient  holding  times  than  in  the  SPEARR.  The  ASs  from  the  SPEARR  and  EMEDS 
Basic  configurations  are  augmented  by  adding  the  EMEDS+10  AS  components.  Figure  1  depicts 
the  deployment  of  EMEDS  from  SPEARR  to  EMEDS+25. 
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Figure  1.  EMEDS  deployment  from  SPEARR  to  EMEDS+25. 

With  the  studies  of  the  SPEARR  and  EMEDS  Basic  completed,  this  effort  is  the  third  volume  of 
EMEDS  study  titled  “Volume  Three:  EMEDS+10.”  It  is  the  third  of  four  volumes  documenting 
the  modeling  and  simulation  effort  for  EMEDS.  The  next  and  final  report  in  this  series  will 
report  the  clinical  and  operational  capability  of  the  EMEDS  +  25. 

EMEDS  Force  Development  Evaluation 

The  Air  Combat  Command,  Manpower,  and  Equipment  Force  Packaging  system  manager 
coordinated  a  Force  Development  Evaluation  (FDE)  for  the  EMEDS  SPEARR  through  +10,  at 
Langley  Air  Force  Base,  Virginia,  in  February  2008.  During  the  FDE,  data  were  captured  to 
refine  the  model  of  the  surgical  capability  and  to  build  new  models  for  functional  areas  (FAs)  not 
yet  studied.  The  data  collection  effort  included  interviews  with  pilot  unit  members  and 
observation  of  clinical  intervention  during  the  scenarios.  Also  for  the  FDE,  NHRC  researchers 
developed  patient-driven  scenarios  to  make  sure  the  complete  range  of  clinical  tasks  required  to 
be  performed  at  an  FA  were  called  for  in  the  scenario. 

Methodology 

The  NHRC  method  of  modeling  medical  supply  requirements  was  developed  to  establish  and/or 
review  AMALs  for  various  levels  of  care  in  the  Navy  and  the  Marine  Corps.  Its  aim  is  to  give 
clinicians  in  the  field  or  the  fleet  the  materiel  they  need  to  provide  the  best  care  possible,  while 
still  maintaining  as  small  a  logistical  footprint  as  possible,  in  concert  with  current  Navy  and 
Marine  Corps  doctrine.  It  involves  a  process  that  begins  with  the  identification  of  the  likely 
International  Classification  of  Diseases,  Ninth  Revision  (ICD-9)  coded  patient  types  to  be 
encountered  by  a  particular  type  of  medical  treatment  asset,  including  combat  wounds,  nonbattle 
injuries,  and  illnesses. 

The  injuries  and  illnesses  are  then  linked  to  clinical  tasks.  Those  tasks  are,  in  turn,  linked  to  each 
supply  item  needed  to  complete  the  task.  A  patient  stream,  drawn  from  historical  combat  data,  is 
created  using  a  number  of  casualty  estimation  programs,  including  the  Patient  Condition 
Occurrence  Frequency  (PCOF)  tool,11  and  the  Ground  Forces  Casualty  Forecasting  System 
(FORECAS).  The  required  type  and  quantity  of  equipment  and  consumable  supplies  can  then 
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be  calculated  based  on  the  probability  of  those  injuries  and  illnesses  occurring  in  a  patient 
stream.  Figure  2  provides  a  basic  representation  of  the  NFIRC  modeling  process. 
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Figure  2.  Example  of  NHRC’s  clinical  requirements  model:  open  wound  to  the  kidney. 


In  this  model,  the  ICD-9-coded  patient  has  an  open  wound  to  the  kidney  and  is  being  treated  by 
the  Emergency  Room  FA  at  EMEDS+10,  a  forward  resuscitative  care  clinical  capability 
(formerly  Level  2).  The  task  profile  shows  the  likely  clinical  tasks  to  be  performed  for  this  type 
of  patient  in  that  FA,  and  the  percentage  of  those  patients  expected  to  receive  each  task.  The 
“Supplies”  column  identifies  the  items  needed  to  complete  the  Emergency  Control  of 
Hemorrhage  task  at  that  level  of  capability.  Not  shown  in  this  figure  are  additional  data  fields 
used  to  calculate  supply  quantities,  including  the  amount  of  each  supply  needed  to  complete  the 
task,  how  often  the  task  will  be  repeated  in  the  first  24  hours  of  treatment,  how  often  the  task  will 
be  repeated  in  each  subsequent  24-hour  period,  and  the  average  length  of  stay  at  that  facility. 

Patient  Stream 

A  critical  component  for  determinations  of  accurate  initial  requirements  for  supplies  and 
equipment  in  a  scenario  is  the  development  of  a  correct  patient  stream.  The  patient  stream  is  the 
range  and  types  of  patients  to  be  seen  and  treated  at  a  deployed  military  treatment  facility.  To 
provide  a  patient  stream  that  was  both  comprehensive  in  the  range  of  patient  types  and  the 
frequency  they  present,  the  PCOF  tool  was  used.  The  PCOF  tool  estimates  illnesses  and  injuries 
from  a  range  of  operations  that  include  Vietnam,  the  Battle  of  Mogadishu,  and  Operation  Iraqi 
Freedom  (OIF).  The  illnesses  and  injuries  are  then  characterized  by  patient  condition  types  and 
probabilities,  which  are  used  to  generate  the  required  patient  stream. 

Using  the  PCOF  tool  ensured  the  development  of  a  patient  stream  reflected  the  illness  and  injury 
distributions  evidenced  from  OIF.  Typically,  medical  threat  implications  dictate  that  more  than 
80%  of  the  hospital  admissions  during  contingency  operations  are  for  disease  and  noncombat- 
injured  patients.  Less  than  20%  are  admissions  due  to  combat-related  trauma.9  However,  for  this 
scenario  disease,  nonbattle  injuries  were  weighted  at  90%  and  the  combat-related  trauma  at  10%. 
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After  the  distribution  of  the  patient  types  is  determined  the  frequency  rate  of  occurrence  of  these 
patients  are  then  modeled.  A  simple  approach  is  to  multiply  each  occurrence  rate  by  the  number 
of  patients  expected  to  present  for  care.  For  example,  if  the  rate  of  pneumonia  is  1.5%  and  the 
expected  number  of  casualties  is  200,  then  3  patients  from  this  stream  would  present  with 
pneumonia.  A  stochastic  method  for  modeling  constant  rate  of  occurrence  can  be  modeled  using 
the  Poisson  process — resulting  in  5  or  even  0  cases  of  pneumonia.  The  Poisson  process  is  the 
stochastic  process  in  which  the  events  occur  continuously  and  independent  of  previous 
occurrences  and  is  used  in  the  development  of  this  patient  scenario. 

The  patient  occurrences  from  PCOF  and  selecting  an  average  throughput  of  200  patients 
generates  the  medical  supplies  for  the  EMEDS+10.  For  this  capability,  200  patients  were 
selected  to  be  treated  for  a  7-day  period  for  a  PAR  of  3000-5000.  Because  the  process  is  random 
in  nature,  producing  an  identical  patient  stream  is  unlikely.  Also,  the  number  of  the  randomly 
selected  patient  types  is  seldom  the  number  of  patients  in  the  resulting  scenario.  In  this  case,  200 
patients  were  estimated — resulting  in  a  patient  stream  of  20 1 .  The  patient  stream  was  modeled 
using  a  Poisson  distribution  based  on  the  rate  of  occurrence  provided  from  PCOF.  The  scenario 
is  provided  in  Appendix  A. 

ESP  Capability 

The  Estimating  Supplies  Program  (ESP)  has  three  core  capabilities:  it  generates  the  supplies 
needed  to  treat  a  user-defined  patient  distribution,  it  compares  an  AS  with  the  supplies  required 
by  a  particular  patient  stream  or  with  the  supplies  that  should  be  in  the  supply  blocks,  and  it 
reports  the  clinical  readiness  of  an  inventory.  These  capabilities  provide  results  relative  to  the  FA 
at  a  given  band  of  care.  As  a  result,  it  provides  the  weight,  cube,  and  cost  requirements  for  a 

1 3 

range  of  medical  supplies  and  equipment,  all  of  which  are  linked  to  a  clinical  requirement. 

Findings 

Emergency  Room 

A  model  of  the  Air  Force  Emergency  Room  equipment  package,  EMEDS+10  Emergency  Room 
937  BA,  was  updated  and  refined  based  on  clinical  input  during  the  EMEDS  SPEARR  through 
EMEDS+10  FDE  held  in  February  2008  at  Langley  Air  Force  Base  in  Virginia. 

Capability 

This  UTC  provides  personnel  and  equipment  for  24  hour  operations,  to  include  complex 
medical/surgical  nursing  care  for  non-life -threatening  situations,  emergency  medical  system 
response,  and  Advanced  Cardiac  Life  Support,  Advanced  Trauma  Life  Support  procedures,  and 
minor  surgical  stabilization  procedures.  Staffing  consists  of  an  emergency  services  physician, 
clinical  nurse,  and  2  aerospace  medicine  technicians  and  is  supplemented  as  needed  by  a  family 
physician  (044F3)  or  flight  medicine  physician  (048R3)  and  2  aerospace  medicine  technicians 
(4N051/4N071).  Table  1  shows  the  required  staffing. 
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Table  1.  EMEDS+10  ER  Staffing 


AFSC  Description 

AFSC 

Quantity 

Emergency  services  physician 

044E3 

1 

Clinical  nurse  (Emergency) 

046N3 

1 

Aerospace  medicine  technician  craftsman 

4N051/4N071 

2 

Quantity  Differences 

Most  of  the  changes  are  in  the  consumables.  The  notable  changes  in  consumables  consist  of  a 
decrease  in  exam  gloves  from  30  packages  of  100  to  2  packages  of  100.  The  total  number  of 
exam  gloves  for  sizes  medium  and  large  is  now  a  total  of  5  packages  of  100.  An  additional 
decrease  is  found  in  surgical  detergent  4%  32  oz,  which  went  from  12  bottles  to  1  bottle.  There 
are  five  medication  line  items  in  the  AS  consisting  of  a  bronchial  dilator,  Povidone-iodine 
Topical  Solution,  Ringer’s  Inj.  Lactated,  Sodium  Chloride  Inj.  0.9%  100  ml,  and  Sodium 
Chloride  Inj.  1000  ml.  Based  on  the  simulation,  an  increase  of  the  bronchial  dilator  by  4 
packages  for  a  total  of  7  and  a  decrease  of  both  Ringer’s  Inj.  Lactated  and  Sodium  Chloride  Inj. 
1000  ml  from  3  packages  to  1  package  of  each  is  recommended.  There  are  three  recommended 
additions  to  the  937  BA,  Emergency  Room  AS:  Tape  Measuring  Linen  0.5  X  72  in.,  surgical 
prep  razor,  and  skin  markers.  These  line  items  are  recommended  for  addition  based  on  clinical 
requirements  for  an  EMEDS+10  emergency  room. 

Two  items  were  not  modeled.  These  were  Sexual  Assault  Determination  Kit  Fingerstick  (used 
for  investigative  purposes  and  not  part  of  the  clinical  requirements)  and  Condom  Lubricated, 
used  as  a  preventive  medicine  measure. 

Clinical  requirements  called  for  line  items  from  other  FAs  within  the  EMEDS+10  937  B,  such  as 
medicines  from  937  BE,  Pharmacy,  and  consumables  from  937  BK.  Logistics  were  also  modeled 
and  will  be  included  in  the  overall  EMEDS+10  model.  Quantities  called  for  from  these  other  FAs 
will  be  aggregated  in  a  separate  line-item  list. 

Recommended  changes  to  the  EMEDS+10  emergency  room  AS  is  based  on  clinical 
requirements.  The  model  created  resulted  in  a  19%  decrease  in  overall  weight,  a  decrease  in  cube 
of  39%,  and  a  cost  decrease  of  2.5%,  or  $1,491.22,  when  compared  with  the  pre-FDE  AS. 
Modeled  cost  for  EMEDS+10  emergency  room  is  $58,936.85.  Table  2  is  an  overview  of  the 
changes  by  category.  A  detailed  listing  of  AS  recommended  changes  is  provided  in  Appendix  B. 


Table  2.  Weight,  Cube,  and  Cost  Analysis  of  the 
EMEDS+10  Emergency  Room 


Category 

Weight 

Cube 

Cost 

Pre  FDE  equipment 

731.00 

44.80 

$55,397.29 

Post  FDE  equipment 

731.25 

44.80 

$55,407.07 

Difference 

0.25 

0.00 

$9.78 

Percent  change 

0.03 

0.00 

0.02 

Pre  FDE  medications 

175.52 

24.33 

$515.19 

Post  FDE  medications 

67.15 

10.77 

$459.81 

Difference 

-108.36 

-13.56 

($55.38) 

Percent  change 

-61.74 

-55.73 

-10.75 

Pre  FDE  consumables 

199.69 

90.71 

$4,511.79 

Post  FDE  consumables 

99.05 

41.82 

$3,050.75 
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Difference 

-100.64 

-48.88 

($1,461.04) 

Percent  change 

-50.40 

-53.89 

-32.38 

Pre  FDE  durables 

5.00 

0.05 

$3.80 

Post  FDE  durables 

2.25 

0.22 

$19.22 

Difference 

-2.75 

0.17 

$15.42 

Percent  change 

-55.00 

340.00 

405.79 

Pre  FDE  totals 

1111.21 

159.89 

$60,428.07 

Post  FDE  totals 

899.70 

97.61 

$58,936.85 

Difference 

-211.51 

-62.27 

($1,491.22) 

Percent  change 

-19.03 

-38.95 

-2.47 

Operating  Room,  Anesthesia,  and  Central  Sterile  Supply 

The  surgical  capability  for  EMEDS+10  was  subject  of  an  FDE  in  February  2008.  During  the 
FDE  modernization,  standardization  and  capability  enhancements  were  discussed  and  provider- 
directed  revisions  were  made  to  the  three  FAs  that  make  up  the  surgical  capability  within 
EMED+10;  those  FAs  are  the  Operating  Room,  Anesthesia,  and  Central  Sterile  Supply. 

During  the  FDE,  researchers  from  NHRC  interviewed  the  clinical  providers  in  an  effort  to  refine 
existing  surgical  data  in  ESP.  From  the  collected  data,  product  research,  and  literature  reviews  a 
model  was  built  of  the  surgical  FA.  A  simulation  was  completed  representing  the  kind  of  patients 
and  range  of  those  patients  who  may  likely  present  for  care.  To  develop  the  simulation,  the 
PCOF  tool  was  used  to  derive  patient  occurrence  data  from  OIF.  The  data  were  then  weighted 
based  on  sustained  operations  providing  forward  resuscitative  care  capability  consistent  with  the 
mission  and  the  scope  of  care  operating  environment  of  an  EMEDS+10  military  treatment 
facility.  The  patient  stream  for  the  surgical  capability  is  a  subset  of  the  scenario  used  to  model 
the  EMEDS+10  and  is  listed  in  Table  3. 


Table  3.  Patient  Stream  for  Surgical  Capability 


Number 
of  Pts 

ICD-9  Code 

1 

802.90,  FX  Facial  Bone  NEC-Open 

934.90,  Foreign  Body  Respiratory  Tree  NOS 

1 

927.90,  Crushing  Injury  Arm  NOS 

1 

897.40,  Amputation  Leg,  Unilateral  NOS 

1 

948.20,  20-29%  Body  Burn,  3  Degree  NOS 

1 

827.10,  FX  Lower  Limb  NEC-Open 

904.80,  Injury  Leg  Vessel  NOS 

956.80,  Injury  Multiple  Nerve  Pelvis/Leg 

863.50,  Colon  Injury  NOS-Open 

1 

860.50,  Traumatic  Pneumohemothorax-Open 

884.00,  Open  Wound  Arm  Multiple  NOS 

800.90,  Open  Skull  Vault  FX/Brain  Injury  NEC 

2 

540.00,  Acute  Appendicitis  with  Peritonitis 

2 

685.00,  Pilonidal  Cyst  with  Abscess 

10 

Total 
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Capability 

EMEDS+10  surgical  capability  is  an  enhancement  of  the  EMEDS  Basic  system  and  can 
accommodate  10  surgical  or  20  nonsurgical  resuscitative  patients.  While  no  additional 
throughput  is  provided  at  the  treatment  facility,  there  is  a  significant  difference  in  the 
environment  where  care  is  provided.  There  is  an  increase  of  100  sq  ft  in  the  operating  room  and 
additional  surgical  instrumentation,  primarily  in  orthopedics.  Also  provided  in  this  FA  are 
supplies  and  equipment  for  cleaning  and  sterilizing  larger  volumes  of  surgical  instruments  and 
medical  materiel.  This  FA  has  no  increase  in  the  staffing  and  is  fielded  with  Mobile  Field 
Surgical  Team  personnel  who  include  a  general  surgeon,  an  orthopedic  surgeon,  an  emergency 
services  physician,  an  anesthesiologist,  and  an  operating  room  nurse. 

Change  Justification 

Changes  to  the  AS  are  categorized  as  Modernization,  Clinical  Requirement,  Standardization, 
and/or  Redundancy.  There  were  a  total  of  27  items  deleted  and  17  new  items  added  to  the  AS, 
totaling  44  individual  line-item  changes.  Some  items  fell  into  two  or  more  justification 
categories;  in  this  study  there  were  60  justifications  for  change.  Figure  3  depicts  the  justification 
for  change  occurrences  in  the  AS. 


Justification  for  Change 


Modernization  Clinical  Requirement  Standardization  Redundancy 


Figure  3.  Surgical  Capability  AS  content  change  justifications. 

Quantity  Differences 

In  the  equipment  category,  increases  in  weight,  cube,  and  cost  were  realized.  In  these  FAs, 
equipment  items  are  the  largest  segment  of  the  inventories.  Of  the  365  items  studied,  262  are 
equipment.  This  increase  was  due,  for  the  most  part,  to  the  addition  of  the  Sterilizer  Water 
Recovery  System  10  Gal  Kit,  which  costs  $20,886.75.  There  were  numerous  items  deleted  from 
this  category,  but  none  off-set  the  dollar  value  of  this  single  line  item. 

Consumable  items  decreased  in  weight,  cube,  and  cost.  External  fixation  capability  was 
enhanced  during  the  FDE.  One  set  was  deleted  and  the  enhancements  added  and  the  level  called 
for  by  the  scenario  was  3  while  5  were  on  hand.  The  majority  of  the  changes  were  a  decrease  in 
packages.  Consumables  in  this  setting  are  provided  in  the  units  of  issue  and  frequently  the 
scenario  called  for  much  less  than  what  was  on  hand.  For  instance,  there  are  two  types  of 
surgical  4X8  Sponges,  both  provided  for  the  packages  of  200.  One  of  the  sponges  is  provided 


Using  ESP  to  Develop  Materiel  Solutions  forEMEDS  Volume  Three:  EMEDS+18 


for  in  the  AS  to  a  quantity  of  4  packages  of  200  and  the  scenario  called  for  1  package.  The  total 
requirement  for  both  types  of  sponges  was  600  sponges  accounting  for  the  recommended 
decrease  of  this  item.  Table  4  lists  the  supply  categories  and  pre-  and  post-FDE  recommended 
quantities.  A  detailed  list  of  each  line  item  in  the  Operating  Room,  Anesthesia  and  Central 
Sterile  Supply  is  provided  in  Appendices  C,  D,  and  E  respectively. 


Table  4.  Weight,  Cube,  and  Cost  Analysis  of  the  Operating  Room, 
Anesthesia,  and  Central  Sterile  Supply  FAs _ _ 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

2108.373 

308.949 

$231,225.61 

Post-FDE  equipment 

2111.643 

332.964 

$244,599.93 

Difference 

3.270 

24.015 

$13,374.32 

Percent  change 

0.155 

7.773 

5.784 

Pre-FDE  medications 

99.000 

9.000 

$79.21 

Post-FDE  medications 

99.000 

9.000 

$84.98 

Difference 

0.000 

0.000 

$5.77 

Percent  change 

0.000 

0.000 

7.284 

Pre-FDE  consumables 

291.150 

94.757 

$40,546.18 

Post-FDE  consumables 

222.563 

65.314 

$39,001.55 

Difference 

-68.587 

-29.443 

-$1,544.63 

Percent  change 

-23.557 

-31.072 

-3.810 

Pre-FDE  durables 

0.490 

2.600 

$29.94 

Post-FDE  durables 

1.500 

0.198 

$46.80 

Difference 

1.010 

-2.403 

$16.86 

Percent  change 

206.122 

-92.404 

56.313 

Pre-FDE  total 

2499.013 

415.305 

$271,880.94 

Post-FDE  total 

2434.707 

407.475 

$283,733.26 

Difference 

-64.307 

-7.831 

$11,852.32 

Percent  change 

-2.573 

-1.885 

4.359 

Ward 

A  model  of  the  EMEDS+10  Ward  was  built  with  input  from  clinical  subject  matter  experts.  The 
core  AS  (937  BS)  was  augmented  using  supplies  and  equipment  from  primarily  the  Logistics  and 
Pharmacy  FAs  within  EMEDS+10.  For  this  scenario,  a  robust  patient  stream  was  developed 
using  the  PCOF  tool  and  patient  occurrence  data  from  OIF. 

Capability 

The  Ward  at  the  +10  configuration  provides  10  inpatient  beds  and  a  more  complex  patient  care 
capability  than  at  EMEDS  Basic.  Additional  capabilities  include  patient  monitoring  supplies  and 
equipment  and  the  availability  of  a  defibrillator,  which  is  organic  to  the  Ward  and  not  relied  on 
in  other  FAs.  This  level  of  inpatient  care  is  provided  for  a  7-day  period  without  resupply.  The 
ward  is  staffed  with  3  clinical  nurses,  8  aerospace  medicine  journeymen  and  2  aerospace 
medicine  craftsmen. 

The  ward  is  heavily  reliant  on  the  presence  and  availability  of  medical  supplies  and  materiel 
from  other  FAs  within  EMEDS+10  to  provide  care,  most  notably  from  the  Logistics  and 
Pharmacy  FAs.  The  requirements  drawn  from  these  FAs  provide  the  necessary  additional 
medication  and  medical  materiel  typically  required  of  the  ward  FA  for  a  7-day  period. 
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The  patient  stream  contains  patients  who  represent  the  scope  and  range  of  patients  appropriate 
for  this  level  of  care.  The  scenario  is  in  keeping  with  the  tactics,  techniques,  and  procedures  for 
EMEDS+10,  and  assumes  that  medical  evacuation  of  patients  is  readily  available  and  that  hold 
times  are  minimal.  In  the  patient  stream  there  are  88  patients  representing  a  broad  range  of  ICD- 
9  codes  encountered  in  this  scenario.  Battle  injuries  are  more  frequently  poly-traumas.  In  this 
scenario  four  of  the  patients  have  multiple  ICD-9  codes  from  battle  injuries.  Table  5  is  a  list  of 
the  ICD-9-coded  patients  derived  for  this  simulation. 


able  5.  EMEDS+10  Ward  Patient  Stream 


ICD-9 

ICD  -  9  Code  description 

No. 

patients 

519.90 

Respiratory  system  disease  NOS 

15 

005.90 

Food  poisoning  NOS 

13 

604.90 

Orchitis/epididymitis  NOS 

7 

455.80 

Hemorrhoid  NOS  w/comp  nee 

6 

310.90 

Non  psychotic  brain  syndrome  NOS 

5 

466.00 

Acute  bronchitis 

4 

692.90 

Dermatitis  NOS 

3 

680.90 

Carbuncle  NOS 

3 

382.00 

Acute  supp  otitis  media  NOS 

3 

787.91 

Diarrhea 

3 

540.00 

Acute  appendicitis  w/peritonitis 

2 

626.90 

Menstrual  disorder  NOS 

2 

305.00 

Alcohol  abuse-unspec 

2 

780.60 

Fever 

2 

802.90 

934.90 

FX  facial  bone  nee-open 

Foreign  body  respiratory  tree  NOS 

1 

890.00 

Open  wound  of  hip/thigh 

1 

897.40 

Amputation  leg,  unilateral  NOS 

1 

845.00 

Sprain  of  ankle  NOS 

1 

945.39 

3rd  deg  burn  leg-multiple 

1 

850.20 

860.10 

Concussion-moderate  coma 

Traumatic  pneumothorax-open 

1 

904.00 

956.10 

821.10 
863.50 

Injury  common  femoral  artery 

Injury  femoral  nerve 

FX  femur  NOS-open 

Colon  injury  NOS-open 

1 

860.50 

800.63 

880.09 

Traumatic  pneumohemothorax-open 

Open  skull  vault  FX-moderate  coma 

Multiple  open  wound  shoulder 

1 

040.90 

Acute  appendicitis  NOS 

1 

682.00 

Cellulitis  of  face 

1 

682.90 

Cellulitis  NOS 

1 

110.40 

Dermatophytosis  of  foot 

1 

372.30 

Conjunctivitis  NOS 

1 

533.10 

Acute  peptic  ulcer  w/perforation 

1 

401.90 

Hypertension  NOS 

1 

411.89 

Acute  ischemic  heart  disease  nee 

1 

607.10 

Balanoposthitis 

1 

305.90 

Drug  abuse  nec-unspec 

1 

Total 

88 

Using  ESP  to  Develop  Materiel  Solutions  forEMEDS  Volume  Three:  EMEDS+JO 


Change  Justification 

As  a  result  of  the  FDE,  significant  enhancements  were  made  to  inpatient  capability.  Revisions  of 
the  AS  are  categorized  as  Modernization,  Clinical  Requirement,  Standardization,  and/or 
Redundancy.  There  were  a  total  of  10  items  deleted  and  20  items  added  to  the  AS.  Those  30  line 
item  changes  resulted  in  41  justifications  for  changes.  Frequently  a  line  item  falls  into  more  than 
one  change  justification  category.  For  instance,  sequential  compression  devices  (SCDs)  were 
added  to  the  AS  to  mitigate  the  potential  of  a  bed-ridden  patient  suffering  pulmonary  emboli. 
These  devices  fell  into  two  categories;  Modernization  and  Clinical  Requirement.  Figure  4  depicts 
the  rationale  for  change  by  category. 


Figure  4.  Ward  AS  content  change  justifications. 

Quantity  Differences 

Two  new  capabilities  added  and  accounted  for  most  of  the  cost  increase  in  the  AS:  SCDs  and 
wound  vacuum-assisted  dressings.  Currently  one  wound  vacuum-assisted  dressing  system  is 
being  recommended  for  the  AS.  The  rationale  here  is  the  EMEDS+10  Ward  AS  is  added  to  the 
existing  inpatient  capability  from  EMEDS  Basic  where  there  are  three  at  that  level  of  care,  for  a 
total  of  four  wound  vacuum-assisted  dressing  systems.  Also,  the  wound  systems  are  a  patient 
movement  item  and  will  be  replaced  when  a  patient  is  medically  evacuated.  This  one  item  costs 
$22,500.00,  contributing  significantly  to  the  overall  increased  cost  of  the  AS.  The  addition  of  the 
SCD  capability  resulted  in  the  addition  of  seven  line  items  for  this  task,  totaling  $4,600.00. 

In  this  AS,  medications  consist  of  intravenous  fluids  only  and  no  changes  in  quantities  available 
are  recommended.  There  are  other  medications  required  of  this  scenario;  those  items  are  found  in 
the  Pharmacy  FA.  Consumables  in  this  scenario  exceeded  the  on-hand  amounts  in  the  ward.  Like 
the  medication  section,  there  are  items  drawn  from  the  Logistics  FA.  The  weight,  cube,  and  cost 
differences  across  the  categories  are  found  in  Table  6.  Appendix  F  provides  a  detailed  listing  of 
each  line  item  that  was  subject  to  the  FDE  and  reports  the  status  and  recommended  quantities 
based  on  the  scenario. 
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Table  6.  Weight,  Cube  and  Cost  of  the  EMEDS+10  Ward 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

1,839.06 

196.369 

$88,136.86 

Post-FDE  equipment 

1,781.91 

181.299 

$11,4186.18 

Difference 

-57.15 

-15.070 

$26,049.32 

Percent  change 

-3.106 

-7.675 

29.556 

Pre-FDE  medications 

93.84 

10.00 

$330.88 

Post-FDE  medications 

93.84 

10.00 

$330.88 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.000 

0.000 

0.000 

Pre-FDE  consumables 

187.247 

40.060 

$1,832.6 

Post-FDE  consumables 

220.176 

36.660 

$2,315.42 

Difference 

32.929 

-3.400 

$482.82 

Percent  change 

17.586 

-8.489 

26.347 

Pre-FDE  durables 

68.11 

18.015 

$620.88 

Post-FDE  durables 

68.11 

18.015 

$620.88 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.000 

0.000 

0.000 

Pre-FDE  total 

2188.26 

264.45 

$90,921.22 

Post-FDE  total 

2164.04 

245.97 

$117,453.36 

Difference 

-24.22 

-18.47 

$26,532.14 

Percent  change 

1.107 

-6.985 

29.181 

Critical  Care  Unit 

A  model  of  the  Air  Force  critical  care  supplies  and  equipment  package  for  EMEDS+10  was 
based  on  clinical  input  during  the  EMEDS  SPEARR  through  +10  FDE.  The  patient  stream  was 
used  to  simulate  the  materiel  requirements  for  the  range  of  presurgical  cases  and  injuries  and 
illnesses  that  would  typically  be  seen  and  treated  by  an  EMEDS+10  Critical  Care  Unit  in  a  7-day 
period. 

Capability 

This  UTC  provides  personnel  and  equipment  for  a  critical  care  surge  capability  that  may  hold  as 
many  as  three  patients  for  up  to  12  hours  prior  to  aeromedical  evacuation.  This  platform  provides 
critical  care  for  intensive  and  postanesthesia  care  for  a  variety  of  trauma,  surgical,  and  medical 
patients.  Critical  care  capability  includes  cardiovascular  monitoring,  ventilation/oxygenation 
support,  hemodynamic  monitoring,  fluid/medication/electrolyte  management,  and  advanced 
ACLS.  This  FA  is  staffed  with  one  internal  medicine  physician,  one  critical  care  nurse  and  one 
cardiopulmonary  technician. 

Quantity  Differences 

There  were  no  changes  in  equipment  and  consumables.  The  one  change  in  durables  was  AA 
batteries.  There  are  no  medication  line  items  in  the  937  BC  AS.  Clinical  requirements  called  for 
line  items  from  other  FAs  within  the  EMEDS+10  937  B,  such  as  medicines  from  937  BE, 
Pharmacy,  and  consumables  from  937  BK.  Logistics  were  also  modeled  and  will  be  included  in 
the  overall  EMEDS+10  model.  Quantities  called  for  from  these  other  FAs  will  be  aggregated  in  a 
separate  line  item  list.  There  are  no  recommended  changes  to  EMEDS+10  Critical  Care  Unit 
ASs.  Table  7  is  an  overview  of  the  changes  by  category.  A  detailed  listing  of  the  937  BC  ASs  is 
provided  in  Appendix  G. 
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Table  7.  Weight,  Cube,  and  Cost  Analysis  of  the  Critical  Care  Unit 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

205.35 

37.75 

$22,260.83 

Post-FDE  equipment 

205.35 

37.75 

$22,260.83 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00 

0.00 

0.00 

Pre-FDE  consumables 

19.11 

2.08 

$2,472.02 

Post-FDE  consumables 

19.11 

2.08 

$2,472.02 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00 

0.00 

0.00 

Pre-FDE  durables 

2.58 

0.32 

$28.46 

Post-FDE  durables 

3.58 

0.42 

$33.74 

Difference 

1.00 

0.10 

($5.28) 

Percent  change 

27.92 

23.81 

15.65 

Pre-FDE  totals 

227.04 

40.15 

$24,761.31 

Post-FDE  totals 

228.04 

40.25 

$24,766.59 

Difference 

1.00 

0.10 

($5.28) 

Percent  change 

0.44 

0.25 

0.02 

Laboratory 

A  model  of  the  EMEDS+10  Laboratory  capability  was  built.  This  effort  should  be  considered  a 
baseline  since  there  was  no  opportunity  to  discuss  mission,  capability,  or  deployment  of  the 
Laboratory  FA  with  the  subject  matter  expert  from  the  pilot  unit. 

Capability 

The  EMEDS+10  Clinical  Lab  capability  is  an  enhancement  to  the  EMEDS  Basic  UTC.  The  core 
EMEDS+10  Laboratory  AS  is  added  to  the  EMEDS  Basic  capability,  which  is  limited  to  point- 
of-care  testing.  EMEDS+10  capability  significantly  broadens  the  scope  of  care  provided  both  in 
terms  of  supplies  and  equipment  and  in  personnel.  The  enhancements  organic  to  EMEDS+10 
Laboratory  enable  blood  analysis  for  hematology  and  serology.  While  EMEDS  Basic  does 
provide  a  walking  blood  bank,  EMEDS+10  has  the  capability  to  type  and  cross  match  and  store 
30  units  of  fresh  frozen  plasma.  This  capability  is  staffed  by  one  laboratory  technician. 

A  patient  stream  was  developed  to  capture  the  clinical  capability  of  EMEDS+10.  While  the 
patient  stream  for  EMEDS+10  is  very  robust,  not  all  patients  require  laboratory  studies  to  assist 
in  diagnosis  and  treatment.  A  total  of  96  patients  did  require  laboratory  studies  in  this  scenario 
and  are  listed  in  the  Table  8. 
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Table  8.  EMEDS+10  Laboratory  Patient  Stream 


ICD-9 

Code 

ICD-9  Description 

No. 

pts 

850.20 

860.10 

Concussion-moderate  coma 

Traumatic  pneumothorax-open 

1 

897.40 

Amputation  leg,  unilateral  NOS 

1 

948.30 

30-39%  body  burn/3rd  deg  NOS 

1 

827.10 

904.80 

956.80 
863.50 

FX  lower  limb  nee-open 

Injury  leg  vessel  NOS 

Injury  multiple  nerve  pelvis/leg 

Colon  injury  NOS-open 

1 

860.50 

884.00 

800.90 

T raumatic  pneumohemothorax-open 

Open  wound  arm  multiple/NOS 

Open  skidl  vault  FX/brain  injury  nee 

1 

540.00 

Acute  appendicitis  with  peritonitis 

2 

540.90 

Acute  appendicitis  NOS 

2 

550.10 

Unilateral  inguinal  hernia  w/obstruction 

1 

550.90 

Unilateral  inguinal  hernia 

6 

682.00 

Cellulitis  of  face 

4 

460.00 

Acute  nasopharyngitis 

1 

465.90 

Acute  upper  respiratory  infection  NOS 

22 

466.00 

Acute  bronchitis 

4 

493.90 

Asthma  NOS 

3 

519.90 

Respiratory  system  disease  NOS 

15 

787.91 

Diarrhea 

3 

533.10 

Acute  peptic  ulcer  w/perfor 

1 

401.90 

Hypertension  NOS 

1 

411.89 

Acute  ischemic  heart  disease  nec 

1 

451.90 

Thrombophlebitis  nos 

3 

595.90 

Cystitis  NOS 

3 

601.90 

Prostatitis  NOS 

3 

604.90 

Orchitis/epididymitis  NOS 

1 

607.10 

Balanoposthitis 

1 

614.90 

Female  pelvic  inflammatory  disease  NOS 

2 

310.90 

Nonpsychotic  brain  syndrome  NOS 

5 

780.60 

Fever 

3 

802.90 

934.90 

Fx  facial  bone  nec-open 

Foreign  body  respiratory  tree  NOS 

1 

927.90 

Crushing  injury  arm  NOS 

1 

942.30 

3rd  deg  burn  trunk  NOS 

1 

879.20 

Open  wound  anterior  abdomen 

1 

Total 

96 

Change  Justification 

Modeling  and  simulation  provides  visibility  on  justifications  for  change.  Change  justifications  in 
an  AS  are  typically  placed  into  four  different  categories:  Modernization,  Clinical  Requirement, 
Standardization,  and  Redundancy.  Categorizing  these  changes  make  sure  when  modifications  are 
made  they  are  purposeful  and  within  the  context  of  the  unit’s  tactics,  techniques,  and  procedures, 
and  in  keeping  with  the  mission  of  the  FA  being  studied. 
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In  this  study  there  were  a  total  of  19  line-item  changes  in  the  AS  with  a  total  of  38  change 
justifications.  There  are  three  justifications  for  change  in  this  study  they  are  Modernization, 
Clinical  Requirement,  and  Standardization.  Changes  in  this  study  frequently  fell  into  more  than 
one  category  accounting  for  more  justifications  than  actual  changes.  For  instance,  a  dry  heat 
incubator  was  removed  and  was  replaced  by  another  because  the  original  incubator  is  to  be 
removed  from  the  National  Stock  Table  and  another  was  added.  While  it  cannot  be  considered 
Modernization,  it  does  satisfy  the  Clinical  Requirement  because  the  incubator  is  necessary  to 
perform  a  needed  task  and  the  replacement  is  considered  a  standard  solution  because  it  is  found 
in  the  Universal  Data  Repository. 

Across  all  categories  more  items  were  added  than  removed.  These  additions  significantly 
enhanced  the  organic  capability  to  perform  blood  gases  and  chemistry  studies  of  urine.  While 
there  are  urine  dip  sticks  that  can  be  used  from  the  EMEDS  Basic  lab  FA,  the  urine  analyzer  at 
the  EMEDS+10  provides  a  greater  throughput,  it  can  perform  multiple  studies  simultaneously,  is 
easy  to  use,  and  alleviates  human  error  in  interpretation  of  results.  Figure  5  depicts  the  numbers 
and  justifications  for  change. 


Figure  5.  EMEDS+10  Laboratory  justifications  for  change. 

Quantity  Differences 

Changes  in  the  EMEDS+10  Laboratory  configuration  resulted  in  a  noteworthy  increase  in  total 
cost  and  a  modest  increase  in  cube.  Laboratory  capability  at  this  level  of  care  is  supported 
heavily  by  technology;  technology,  particularly  in  health  care,  tends  to  be  expensive.  Four  items 
added  to  the  AS  are  responsible  for  a  nearly  $40,000  increase:  the  handheld  gas  analyzer 
($1 1,690.67),  the  urine  analyzer  ($13,690.15),  the  coagulation  timer  unit  ($7,076.03),  and  the 
optical  microscope  ($6,585.86).  The  total  cost  of  these  items  was  not  offset  by  the  deletion  of 
equally  expensive  items  from  the  AS.  Table  9  provides  the  weight,  cube,  and  cost  analysis  of  the 
changes  in  AS.  A  detailed  line  list  is  provided  in  Appendix  H. 
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Table  9.  Weight,  Cube,  and  Cost  of  the  EMEDS+10 
Laboratory _ _ _ _ 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

868.36 

93.07 

$60,032.52 

Post-FDE  equipment 

875.39 

97.47 

$97,804.84 

Difference 

7.03 

4.41 

$37,772.32 

Percent  change 

0.81 

4.73 

62.92 

Pre-FDE  consumables 

195.23 

54.27 

$7,289.68 

Post-FDE  consumables 

181.79 

66.83 

$8,955.28 

Difference 

-13.44 

12.56 

$1,665.60 

Percent  change 

-6.88 

23.14 

22.85 

Pre-FDE  durables 

0.80 

0.87 

$364.69 

Post-FDE  durables 

0.79 

0.70 

$354.91 

Difference 

-0.01 

-0.17 

-$9.78 

Percent  change 

-1.25 

-19.93 

-2.68 

Pre-FDE  totals 

1064.39 

148.21 

$67,686.89 

Post-FDE  totals 

1057.97 

165.00 

$107,115.03 

Difference 

-6.42 

16.79 

$39,428.14 

Percent  change 

-0.60 

11.33 

58.25 

Radiology 

Capability 

Radiology  at  EMDS+10  provides  enhanced  capability  to  include  spinal,  chest,  pelvic,  and 
abdominal  imaging.  As  with  EMEDS  Basic  image  development  is  digital.  A  radiology  technician 
is  assigned,  providing  a  wider  range  of  services.  The  AS  augments  the  capability  found  at 
EMEDS  Basic  and  has  equipment  like  the  floor-mounted  cassette  holder  needed  for  upright 
imaging  of  the  chest  and  abdomen.  Also  included  are  calipers  used  to  calculate  the  appropriate 
penetration  for  views  based  on  the  size  of  the  patient. 

Quantity  Changes 

The  recommended  Radiology  AS  has  14  line  items,  12  of  which  are  equipment.  The  equipment 
items  were  provided  in  quantities  appropriate  for  the  level  of  care  and  throughput.  As  with 
EMEDS  Basic,  there  were  no  change  recommendations  for  equipment.  One  consumable  item 
was  recommended  for  removal:  the  Envelope,  Photo  Negative.  All  images  are  digital,  negating 
the  need  to  provide  envelopes  from  developed  radiographic  images.  Iohexal  Injection  was  a 
recommended  addition.  Iohexal  Injection  is  a  contracting  agent  used  in  myelography,  which 
provides  examination  of  the  spinal  cord,  spinal  column,  and  nerve  roots.  A  weight,  cube,  and 
cost  analysis  of  the  changes  in  the  AS  and  a  line  list  are  provided  Appendix  I. 

Pharmacy 

Capability 

The  Pharmacy  FA  at  EMEDS+10  provides  greater  infrastructure  and  materiel  support  to  the 
clinical  FAs  than  the  Pharmacy  at  EMEDS  Basic.  The  pharmacy  at  EMEDS+10  is  capable  of 
storing  and  dispensing  medications,  enough  for  a  10-day  period,  and  is  staffed  with  a  pharmacist. 
The  pharmacist  is  responsible  for  maintaining  and  accounting  all  medications. 
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Quantity  Differences 

There  were  significant  changes  recommended  based  on  the  clinical  requirements  of  the  patient 
stream.  Each  clinical  FA  has  a  requirement  for  medications  to  be  administered,  so  the  Pharmacy 
materiel  requirements  were  aggregated  across  the  clinical  FAs  within  EMEDS+10.  The  patient 
stream  was  robust  and  having  a  broad  spectrum  of  patient  types,  many  were  seen  in  more  than 
one  FA  and  seen  in  numbers  appropriate  for  the  EMEDS+10.  There  were  212  medications  in  this 
study.  Of  the  212  medications,  46  items  were  recommended  to  be  increased — while  89  were 
recommended  to  be  decreased.  The  operational  requirement  for  12  medications  did  not  exist  and 
have  been  recommended  for  deletion  without  replacement.  The  medications’  total  cost  was 
nearly  $3,900.  The  medications’  recommended  include  five  medications  used  for  tobacco 
cessation,  which  is  not  considered  an  operational  requirement  in  the  EMEDS+10  tactics, 
techniques,  and  procedures.  Also  removed  were  two  medications  used  as  prophylaxis  against 
HIV  transmission  due  to  occupational  exposure  to  blood.  Aspirin  325  mg  is  recommended  as  a 
deletion  because  of  the  complications  in  coagulation  in  the  critically  injured.  Aspirin  81  mg  for 
use  in  CPR  is  a  recommended  addition.  Table  10  provides  a  weight,  cube,  and  cost  analysis  of 
the  Pharmacy  FA.  A  detailed  line  list  is  in  Appendix  J. 


Table  10.  Weight,  Cube,  and  Cost  of  the  EMEDS+10 
htarmacy 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

703.46 

39.75 

$7,138.68 

Post-FDE  equipment 

703.46 

39.75 

$7,138.68 

Difference 

0.00 

0.00 

$$0.00 

Percent  change 

0.00 

0.00 

0.00 

Pre-FDE  medication 

1294.92 

212.74 

$51,150.49 

Post-FDE  medication 

741.08 

120.52 

$31,222.91 

Difference 

-553.84 

-92.22 

-$19,927.58 

Percent  change 

42.77 

43.35 

38.96 

Pre-FDE  consumables 

118.20 

11.40 

$840.45 

Post-FDE  consumables 

115.70 

10.30 

$522.13 

Difference 

-2.50 

-1.10 

$318.32 

Percent  change 

-2.12 

-9.65 

-37.87 

Pre-FDE  total 

2013.18 

253.28 

$58,414.47 

Post-FDE  total 

1459.34 

161.06 

$38,486.89 

Difference 

-553.84 

-92.22 

-$19,927.58 

Percent  change 

27.51 

36.41 

34.11 

Logistics 

Capability 

The  Logistics  component  of  EMEDS+10  provides  a  segregated,  environmentally  controlled 
storage  area  for  medical  materiel  and  augments  the  resupply  capability  of  EMEDS  Basic.  This 
capability  is  also  responsible  for  the  maintenance  and  repair  of  the  medical  equipment  organic  to 
EMEDS+10.  The  biomedical  repair  equipment  personnel  are  included  in  the  manning  and  are 
materially  supported  in  EMEDS  Basic;  most  of  the  tools  used  in  biomedical  repair  are 
maintained  and  carried  by  the  technicians  and  not  part  of  the  ASs  within  the  EMEDS  systems. 
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The  Logistics  FA  is  also  staffed  with  personnel  responsible  for  maintaining  the  reconstitution  of 
clinical  areas  in  EMEDS. 

Quantity  Differences 

There  were  noteworthy  changes  in  the  Logistics  AS  based  on  the  resupply  and  materiel  needs  of 
the  supported  FAs.  The  total  resupply  requirement  was  based  on  the  aggregated  materiel  needs 
of  all  the  clinical  FAs  within  EMEDS+10.  As  with  EMEDS  Basic,  if  the  materiel  requirements 
of  line  items  exceeded  the  amounts  available  in  the  clinical  FAs,  these  items  were  called  from 
Logistics.  Unlike  EMEDS  Basic,  items  like  pajamas,  robes,  or  bedding  were  not  increased 
because  laundry  facilities  are  either  organic  to  EMEDS+10  or  obtained  on  a  contractual  basis. 
Medications  and  intravenous  fluids  found  in  logistics  were  recommended  to  be  moved  to  the 
pharmacy.  Also  recommended  for  removal  was  the  Envelope,  Photo  Negative.  This  item  is  used 
to  store  radiology  films.  Currently  the  Radiology  Department  uses  digital  technology  to  process 
x-rays,  negating  the  need  for  the  envelopes.  Table  1 1  is  a  summary  of  the  weight,  cube,  and  cost 
analysis.  A  detailed  listing  of  the  logistics  AS  is  provided  in  Appendix  K. 


Table  11.  Weight,  Cube,  and  Cost  of  the  EMEDS+10  Logistics 


Category 

Weight 

Cube 

Cost 

Pre-FDE  equipment 

290.03 

93.07 

$60,032.52 

Post-FDE  equipment 

287.20 

97.47 

$97,804.84 

Difference 

-2.83 

4.41 

$37,772.32 

Percent  change 

0.98 

4.73 

62.92 

Pre-FDE  medications 

227.20 

54.27 

$7,289.68 

Post-FDE  medications 

0.00 

66.83 

$8,955.28 

Difference 

-227.20 

12.56 

$1,665.60 

Percent  change 

100.00 

23.14 

22.85 

Pre-FDE  consumables 

167.94 

0.87 

$364.69 

Post-FDE  consumables 

66.56 

0.7 

$354.91 

Difference 

-101.39 

-0.17 

-$9.78 

Percent  change 

60.37 

19.93 

2.68 

Pre-FDE  durables 

35.51 

148.21 

$67,686.89 

Post-FDE  durables 

14.75 

165 

$107,115.03 

Difference 

-20.75 

16.79 

$39,428.14 

Percent  change 

58.45 

11.33 

58.25 

Pre-FDE  total 

702.68 

148.21 

$67,686.89 

Post-FDE  total 

366.51 

165 

$107,115.03 

Difference 

-336.17 

16.79 

$39,428.14 

Percent  change 

47.84 

11.33 

58.25 

Discussion  and  Conclusion 

The  SPEARR  through  EMEDS+10  was  the  subject  of  an  FDE  performed  February  2008.  During 
the  FDE,  data  were  collected  from  FA  SMEs  ensuring  accuracy  in  the  modeling  and  simulation 
effort. 

A  modeling  and  simulation  study  was  conducted  on  the  clinical  components  of  the  EMEDS+10, 
composed  of  the  Emergency  Room,  Operating  Room,  Ward,  Laboratory,  and  Radiology  FAs. 
The  clinical  FAs  have  capabilities  that  range  from  routine  sick  call  to  the  life-  and  limb-saving 
forward  resuscitative  care.  Patient  streams  were  developed  that  represent  the  type  and  frequency 
of  patients  likely  to  be  seen  at  an  EMEDS+10. 
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Using  ESP,  a  simulation  provided  a  comparison  of  the  pre-FDE  and  post-FDE  AS,  resulting  in 
the  changes  categorized  as  Modernization,  Clinical  Requirement,  Standardization,  and 
Redundancy.  Also  detailed  were  quantity  differences  in  the  AS.  These  quantity  differences  were 
a  result  of  the  effect  of  the  patient  stream  during  the  scenarios  and  provide  greater  visibility  of 
the  weight,  cube,  and  cost  requirements  of  the  patient  stream. 

Standardization  activities  are  enhanced  because  ESP  can  identify  common  materiel  solutions  in  a 
range  of  FAs.  This  standardization  is  critical  in  maintaining  continuity  of  care,  particularly  for  a 
critically  injured  patient  who  moves  quickly  from  point  of  injury  to  definitive  care.  Figure  6  is  a 
screenshot  displaying  common  supplies  and  equipment  solutions  in  a  range  of  Air  Force  FAs. 
The  figure  also  indentifies  areas  for  potential  standardization.  For  instance,  there  are  two 
different  nasopharyngeal  airways,  seemingly  possessing  the  same  characteristics  and  are 
seemingly  interchangeable.  Airway  standardization  across  FAs  can  be  examined  more  closely 
during  future  AS  reviews  using  ESP. 


Figure  6.  Standardized  materiel  solutions  in  Air  Force  FAs. 

ESP  is  an  invaluable  tool  when  building  a  new  AS  or  reviewing  an  existing  one.  ESP  is 
instrumental  in  configuration  management  because  the  planner  is  able  to  see  the  effect  of 
deleting  an  item  across  the  spectrum  of  tasks  performed  in  a  given  FA.  Moreover,  SMEs  can 
review  task  profiles  to  determine  if  a  task  is  considered  critical,  and  if  not,  it  can  be  removed 
from  the  task  profile.  Figure  7  is  a  task  profile  for  a  Full  Arm  Amputation  patient  in  the  Ward  FA 
for  EMEDS+10.  The  same  concept  holds  true  for  supplies:  if  a  supply  item  is  not  considered 
essential  to  perform  a  task,  it  can  be  removed  from  the  task. 
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Figure  7.  Task  profile  for  a  full-arm  amputation  patient  admitted  to  the  Ward  at  EMEDS+10. 

Finally,  ESP  creates  an  audit  trail  establishing  clinical  requirements  for  supply  items  in  medical 
system  inventories  that  enable  logisticians,  medical  planners,  and  manpower  and  equipment 
force  packaging  members  to  validate  current  inventories  and  perform  analyses  of  projected 
changes  to  future  ones. 
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Appendix  A  EMEDS+10  Patient  Stream 


No. 

patients 

ICD-9 

ICD-9  Description 

22 

465.90 

ACUTE  URI  NOS 

13 

005.90 

FOOD  POISONING  NOS 

15 

519.90 

RESPIRATORY  SYSTEM  DISEASE  NOS 

8 

692.90 

DERMATITIS  NOS 

6 

550.90 

UNILATERAL  INGUINAL  HERNIA 

6 

455.80 

HEMORRHOID  NOS  COMPLICTED  NEC 

6 

372.30 

CONJUNCTIVITIS  NOS 

5 

310.90 

N ONPS Y CHOTIC  BRAIN  SYNDROME  NOS 

5 

312.90 

CONDUCT  DISTURBANCE  NOS 

4 

590.80 

PYELONEPHRITIS  NOS 

4 

692.90 

DERMATITIS  NOS 

4 

682.00 

CELLULITIS  OF  FACE 

4 

466.00 

ACUTE  BRONCHITIS 

4 

680.90 

CARBUNCLE  NOS 

4 

780.60 

FEVER 

3 

845.00 

SPRAIN  OF  ANKLE  NOS 

3 

451.90 

THROMBOPHLEBITIS  NOS 

3 

382.00 

ACUTE  SUPPURATIVE  OTITIS  MEDIA  NOS 

3 

346.90 

MIGRAINE  UNSPECIFIED  WO  INTRACTABLE  MIGRAINE 

3 

604.90 

ORCHITIS/EPIDIDYMIT  NOS 

3 

601.90 

PROSTATITIS  NOS 

3 

787.91 

DIARRHEA 

3 

493.90 

ASTHMA  NOS 

4 

592.90 

URINARY  CALCULUS  NOS 

2 

685.00 

PILONIDAL  CYST  W  ABSCESS 

2 

614.90 

FEMALE  PELVIC  INFLAMMATORY  DISEASE  NOS 

2 

586.00 

RENAL  FAILURE  NOS 

2 

722.20 

DISC  DISPLACEMENT  NOS 

2 

580.90 

ACUTE  NEPHRITIS  NOS 

2 

817.00 

MULTIPLE  FX  HAND-CLOSED 

2 

825.20 

FX  FOOT  BONE  NOS-CLOSED 

2 

831.00 

DISLOCATED  SHOULDER  NOS-CLOS 

2 

575.10 

CHOLECYSTITIS  NOS 

2 

540.90 

ACUTE  APPENDICITIS  NOS 

2 

540.00 

ACUTE  APPENDICITIS  W  PERITONITIS 

2 

305.00 

ALCOHOL  ABUSE-UNSPEC 

1 

880.03 

OPEN  WOUND  OF  UPPER  ARM 

1 

875.00 

OPEN  WOUND  OF  CHEST 

1 

890.00 

OPEN  WOUND  OF  HIP/THIGH 

1 

882.20 

OPEN  WOUND  HAND  W  TENDON 

1 

879.20 

OPEN  WOUND  ANTERIOR  ABDOMEN 

2 

844.90 

SPRAIN  OF  KNEE  &  LEG  NOS 

1 

846.90 

SPRAIN  SACROILIAC  NOS 

1 

847.90 

SPRAIN  OF  BACK  NOS 

1 

845.00 

SPRAIN  OF  ANKLE  NOS 

1 

401.90 

HYPERTENSION  NOS 

1 

533.10 

ACUTE  PEPTIC  ULCER  W  PERFORATION 
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No. 

patients 

ICD-9 

ICD-9  Description 

1 

132.90 

PEDICULOSIS  NOS 

1 

411.89 

ACUTE  ISCHEMIC  HEART  DISEASE  NEC 

1 

364.00 

ACUTE  IRIDOCYCLITIS  NOS 

1 

550.10 

UNILATERAL  INGUINAL  HERNIA  W  OBSTRUCTION 

1 

703.00 

INGROWING  NAIL 

1 

460.00 

ACUTE  NASOPHARYNGITIS 

1 

807.09 

FX  MULTIPLE  RIBS  NOS-CLOSED 

1 

813.41 

COLLES’  FRACTURE-CLOSED 

1 

823.22 

FX  SHAFT  FIBIA  W  TIBIA-CLOS 

1 

595.90 

CYSTITIS  NOS 

1 

608.20 

TORSION  OF  TESTIS  NOS 

1 

626.00 

ABSENCE  OF  MENSTRUATION 

1 

625.30 

DYSMENORRHEA 

1 

305.90 

DRUG  ABUSE  NEC-UNSPECIFIED 

1 

110.40 

DERMATOPHYTOSIS  OF  FOOT 

1 

927.90 

CRUSHING  INJURY  ARM  NOS 

1 

897.40 

AMPUTATION  LEG,  UNILATERAL  NOS 

1 

370.00 

CORNEAL  ULCER  NOS 

1 

372.30 

CONJUNCTIVITIS  NOS 

1 

682.90 

CELLULITIS  NOS 

1 

948.10 

10-19%  BODY  BURN/3  DEG  NOS 

1 

948.30 

30-39%  BODY  BURN/3  DEG  NOS 

1 

686.00 

PYODERMA  NOS 

1 

607.10 

BALANOPOSTHITIS 

1 

850.20 

CONCUSSION-MODERATE  COMA 

860.10 

TRAUM  PNEUMOTHORAX-OPEN 

800.90 

OPEN  SKULL  VAULT  FX/BRAIN  INJURY  NEC 

1 

884.00 

OPEN  WOUND  ARM  MULT/NOS 

860.50 

TRAUMATIC  PNEUMOHEMOTHORAX-OPEN 

863.50 

COLON  INJURY  NOS-OPEN 

1 

827.10 

FX  LOWER  LIMB  NEC-OPEN 

956.80 

INJ  MULT  NERVE  PELVIS/LEG 

904.80 

INJURY  LEG  VESSEL  NOS 

201 

Total 
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Appendix  B  Emergency  Room  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post-FDE 

qty 

Pre-FDE 

weight 

Pre-DE 

cube 

Pre-FDE 

cost 

Post-FDE 

weight 

Post- 

FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6530011633761 

CABINET  MEDICINE  BASE 
SECTION  23X18X37 

EA 

2.00 

2.00 

390.00 

16.00 

$3,747.22 

390.00 

16.00 

$3,747.22 

A 

6530011628237 

CABINET  PHARMACEUTICAL 
UPPER  SECTION 

EA 

1.00 

1.00 

170.00 

8.00 

$1,244.44 

170.00 

8.00 

$1,244.44 

A 

6515014808563 

CABLES  MONITOR  PRES  PX- 
1800 

EA 

2.00 

2.00 

6.50 

0.50 

$493.50 

6.50 

0.50 

$493.50 

A 

6530012207186 

CARRIER  LITTER  WHEELED 
ATTENDANT-OPERATED 

EA 

1.00 

1.00 

50.00 

8.90 

$486.56 

50.00 

8.90 

$486.56 

A 

6545015029166 

CASE  MEDICAL 

IN  STRUM&SUPPLY  SET 
23X23X20IN 

EA 

1.00 

1.00 

1.00 

1.00 

$807.00 

1.00 

1.00 

$807.00 

A 

6515013652099 

CRUTCH  HARDWOOD  L 

ADULT  SIZE 
W/HANDGRIPS&TIPS 

PR 

2.00 

2.00 

4.00 

1.60 

$43.06 

4.00 

1.60 

$43.06 

A 

6515007777340 

CUSHION  CRUTCH  SPONGE 
RUBBER  8X1.5X6IN 

PR 

2.00 

2.00 

1.12 

0.40 

$4.10 

1.12 

0.40 

$4.10 

A 

6515007628902 

HANDGRIP  CRUTCH 
STANDARD  SZ 

ADULT/YOUTH 

PR 

2.00 

2.00 

0.54 

0.90 

$4.36 

0.54 

0.90 

$4.36 

A 

6530013807309 

LITTER  FOLDING  RIGID 

ALUM  POLE  PLAS  NYLON 

EA 

12.00 

12.00 

60.00 

4.50 

$2,858.16 

60.00 

4.50 

$2,858.16 

A 

6515014322711 

MONITOR  PATIENT  VITAL 
SIGNS: 

EA 

2.00 

2.00 

20.00 

2.00 

$45,073.72 

20.00 

2.00 

$45,073.72 

A 

6515003705620 

SPECULUM  VAGIN  GRAVES 
MED  5.4381N  PIVOTED 

EA 

1.00 

1.00 

0.77 

0.10 

$33.17 

0.77 

0.10 

$33.17 

A 

6515003705600 

SPECULUM  VAGINAL 

GRAVES  5.75IN  PIVOT  BLADE 

EA 

1.00 

1.00 

1.15 

0.10 

$39.44 

1.15 

0.10 

$39.44 

A 

6530007844205 

STRAP  WEB  LITTER  PATIENT 
SECURING 

EA 

32.00 

32.00 

25.92 

0.80 

$562.56 

25.92 

0.80 

$562.56 

F 

8315007823520 

TAPE  MEASURING  LINEN 
0.5X72IN  12S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.25 

0.01 

$9.78 

Medication 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  B-2 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post-FDE 

qty 

Pre-FDE 

weight 

Pre-DE 

cube 

Pre-FDE 

cost 

Post-FDE 

weight 

Post- 

FDE 

cube 

Post-FDE 

cost 

D 

6505015419595 

LEV  ALBUTEROL  TAR  45MCG 
1NH  W/ADAPT  15GM 

PG 

3.00 

7.00 

0.99 

0.33 

$69.48 

2.31 

0.77 

$162.12 

C 

6505013154762 

POVIDONE-IODINE  TOPICAL 
SOL  10%  32FL  OZ  12S 

PG 

2.00 

1.00 

4.00 

4.00 

$154.96 

2.00 

2.00 

$77.48 

D 

6505014623025 

RINGER’S  LACTATED  1000ML 
14S 

PG 

3.00 

1.00 

89.53 

9.00 

$71.07 

29.84 

3.00 

$23.69 

A 

6505014622118 

SOD  CHLOR INJ  0.9%  100ML 

96S 

PG 

1.00 

1.00 

9.00 

2.00 

$184.94 

9.00 

2.00 

$184.94 

D 

6505013306269 

SODIUM  CHLORIDE  FOR  INJ 
1000ML  BAG  12S 

PG 

3.00 

1.00 

72.00 

9.00 

$34.74 

24.00 

3.00 

$11.58 

Consumables 

C 

6510005977469 

BANDAGE  ADH.75X3IN  STER 
DRESS  100S 

PG 

3.00 

1.00 

0.78 

0.06 

$15.45 

0.26 

0.02 

$5.15 

A 

6510012322021 

BANDAGE  ADHESIVE  5X41N 
50S 

PG 

1.00 

1.00 

0.80 

0.20 

$133.65 

0.80 

0.20 

$133.65 

C 

6510012766831 

BANDAGE  CAST  FIBERGLAS 
RES  IMPREG  4YDX4IN  10S 

PG 

2.00 

1.00 

4.00 

2.00 

$60.00 

2.00 

1.00 

$30.00 

A 

6510012715684 

BANDAGE  CAST  FIBERGLAS 
RESIN  IMPR  2INX4YD  10S 

PG 

1.00 

1.00 

2.00 

1.00 

$36.87 

2.00 

1.00 

$36.87 

A 

6510012715683 

BANDAGE  CAST  IMPREG 
GAUZE  4YDX3IN  10S 

PG 

1.00 

1.00 

2.00 

1.13 

$63.77 

2.00 

1.13 

$63.77 

A 

6510002012001 

BANDAGE  CAST  PLASTER 
IMPREG  3INX3YD  12S 

PG 

1.00 

1.00 

3.06 

1.00 

$11.03 

3.06 

1.00 

$11.03 

A 

6510002003080 

BANDAGE  COMPRESS  CAMO 
4X41NX84IN 

EA 

12.00 

12.00 

3.60 

2.82 

$28.44 

3.60 

2.82 

$28.44 

A 

6510002003075 

BANDAGE  COMPRESS  CAMO 
STER  2X2IN  48X2IN  4S 

PG 

3.00 

3.00 

3.00 

1.74 

$13.50 

3.00 

1.74 

$13.50 

C 

6510009355822 

BANDAGE  ELASTIC  ROLLED 
ACE  4INX4.5YDS  12S 

PG 

2.00 

1.00 

4.00 

2.00 

$35.32 

2.00 

1.00 

$17.66 

A 

6510009355823 

BANDAGE  ELASTIC  ROLLED 
ACE  6INX4.5YDS  12S 

PG 

1.00 

1.00 

2.00 

1.00 

$22.73 

2.00 

1.00 

$22.73 

C 

6510009355821 

BANDAGE  ELASTIC  ROLLED 
NONST  4.5YDX3IN  12S 

PG 

2.00 

1.00 

3.26 

0.28 

$27.24 

1.63 

0.14 

$13.62 

A 

6510000583047 

BANDAGE  GAUZE  6-PLY 
ROLLED  4YDX4.5IN  100S 

PG 

1.00 

1.00 

5.00 

2.00 

$177.95 

5.00 

2.00 

$177.95 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post-FDE 

qty 

Pre-FDE 

weight 

Pre-DE 

cube 

Pre-FDE 

cost 

Post-FDE 

weight 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6510014975588 

BANDAGE  GAUZE  COTTON 
YARN  WHITE  TUBE  .5X50YD 

RO 

1.00 

1.00 

0.55 

0.12 

$15.00 

0.55 

0.12 

$15.00 

C 

6510005827993 

BANDAGE  GAUZE  ROLL 
5YDX3IN  6  PLY  12S 

PG 

3.00 

1.00 

3.12 

3.00 

$29.97 

1.04 

1.00 

$9.99 

C 

6510014600849 

BANDAGE  KIT  ELASTIC 

EA 

12.00 

3.00 

12.00 

12.00 

$130.56 

3.00 

3.00 

$32.64 

c 

6510002011755 

BANDAGE  MUSLIN 

COMPRESS  OLIVE 

37X37X52IN 

EA 

12.00 

4.00 

1.50 

2.78 

$24.84 

0.50 

0.93 

$8.28 

c 

6515006600010 

BLADE  SURG  KNIFE  DET 

NO.  11  SMALL  TANG6S 

PG 

2.00 

1.00 

0.20 

0.20 

$0.96 

0.10 

0.10 

$0.48 

c 

7210009356666 

BLANKET  CASUALTY  PLAST 
FILM  &  ALUM  95X56IN 

EA 

12.00 

3.00 

1.92 

0.12 

$50.76 

0.48 

0.03 

$12.69 

A 

6515013647374 

BRACE  KNEE  ORTHO 

MEDIUM  SZ  OPEN  PATELLA 

EA 

1.00 

1.00 

0.91 

0.11 

$151.41 

0.91 

0.11 

$151.41 

A 

6515014802308 

CANNULA  NASAL  OXYGEN 
841N  POLYVINYL  50S 

PG 

1.00 

1.00 

0.08 

0.10 

$28.50 

0.08 

0.10 

$28.50 

A 

6515010988356 

CATH  URETHRAL  FOLEY 

18FR  ADL  5CC  RND  TIP  12S 

PG 

1.00 

1.00 

2.00 

0.27 

$69.90 

2.00 

0.27 

$69.90 

A 

6515011667760 

CATHETER  &  NDL  UNIT  IV 
16GAX1.251N  CATH  200S 

PG 

1.00 

1.00 

2.98 

0.38 

$179.84 

2.98 

0.38 

$179.84 

A 

6515014884994 

CATHETER  INTRAV  18GA 

POLY  1  1/4IN  NDL  200S 

PG 

1.00 

1.00 

2.00 

3.90 

$505.50 

2.00 

3.90 

$505.50 

A 

6515015164030 

CATHETER&NDL  UNIT  IV 

20GA  STER  YELLOW  50S 

PG 

1.00 

1.00 

0.12 

0.12 

$284.87 

0.12 

0.12 

$284.87 

D 

6515001178416 

CONDOM 

PROPHYLUBRICATED 
W/RECEPTACLE  END  144S 

PG 

1.00 

0.00 

1.10 

0.20 

$24.36 

0.00 

0.00 

$0.00 

C 

6505010453255 

DETERGENT  SURG  4% 
CHLORHEX  GLUCONATE 

320Z 

BT 

12.00 

1.00 

30.72 

9.00 

$190.80 

2.56 

0.75 

$15.90 

C 

6510015064608 

DRESSING  PRESSURE  FIELD 
PAD  1 1.75X1 1.75IN 

EA 

12.00 

3.00 

12.00 

12.00 

$74.88 

3.00 

3.00 

$18.72 

C 

6510015064604 

DRESSING  PRESSURE  PAD 
COTTON  7.5X8IN 

EA 

12.00 

3.00 

6.60 

3.60 

$54.60 

1.65 

0.90 

$13.65 

C 

6510014664169 

DRESSING  SURG  7.5INX8IN 
200S 

PG 

2.00 

1.00 

4.00 

2.00 

$137.86 

2.00 

1.00 

$68.93 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post-FDE 

qty 

Pre-FDE 

weight 

Pre-DE 

cube 

Pre-FDE 

cost 

Post-FDE 

weight 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6510014665276 

GAUZE  ABS  4.5INX4.1YD 

6PLY  10S 

PG 

4.00 

1.00 

3.03 

4.00 

$37.08 

0.76 

1.00 

$9.27 

A 

6510013576721 

GAUZE  PACKING  8  CM 

NASAL  10S 

PG 

1.00 

1.00 

1.00 

0.60 

$168.75 

1.00 

0.60 

$168.75 

A 

6515011707502 

GEL 

TRANSMISSIONULTRASONIC 
LACTOR-SONIC  80Z 

BT 

1.00 

1.00 

0.50 

0.22 

$6.21 

0.50 

0.22 

$6.21 

C 

6515015199161 

GLOVE  PATIENT  EXAM  NON 
STER  PWD  FREE  L  100S 

PG 

30.00 

2.00 

30.00 

3.75 

$209.70 

2.00 

0.25 

$13.98 

C 

6530014702390 

LITTER  ASSY  CRDBRD  5 
STRAPS  HEAD  ADJ  COLAR  5S 

PG 

2.00 

1.00 

1.10 

0.24 

$255.00 

0.55 

0.12 

$127.50 

A 

6530014445476 

PAD  COOLING  CHEMICAL 

24S 

PG 

1.00 

1.00 

1.25 

0.50 

$21.42 

1.25 

0.50 

$21.42 

C 

6510007863736 

PAD  ISOPROPYL  ALCOHOL 
IMPREGNATED  WHITE  200S 

PG 

3.00 

1.00 

3.00 

0.30 

$8.70 

1.00 

0.10 

$2.90 

A 

6510001110708 

PAD  NONADHER 

3 . 8X4 . 1 5X2 . 8/3 IN  STER  100S 

PG 

1.00 

1.00 

1.08 

0.11 

$10.17 

1.08 

0.11 

$10.17 

B 

6515012348977 

RAZOR  SURG  PREP  STER 

DISP  50S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.85 

0.20 

$1.33 

D 

6640015429647 

SEXUAL  ASSAULT  DETERM 
KIT  FINGERSTICK  13S 

PG 

1.00 

0.00 

1.35 

0.28 

$394.28 

0.00 

0.00 

$0.00 

B 

6532011563559 

SHOE  ORTHOPEDIC  RBBR 

SOLE  W/CONTACT 

CLOSURES 

EA 

1.00 

4.00 

0.72 

0.04 

$3.76 

2.88 

0.15 

$15.04 

B 

6532011535374 

SHOE  POST-OP  FRACTURE 
WALKER  BEVELED  SOLE  FIT 

EA 

1.00 

4.00 

0.75 

0.03 

$7.25 

3.00 

0.10 

$29.00 

B 

6515014801379 

SPLINT  FOOT& ANKLE  INFL 
AIR  PUSH/PULL  VALVE 

EA 

2.00 

3.00 

2.00 

0.36 

$56.86 

3.00 

0.54 

$85.29 

B 

6515014661205 

SPLINT  WRIST&FOREARM 
PERF  FOAM  L  HAND  UNIIV 

EA 

2.00 

3.00 

1.50 

0.03 

$55.06 

2.25 

0.05 

$82.59 

C 

6515013867123 

SPLINTING  MATERIAL 

ORTHO  36X4.5IN  PADDED 

EA 

12.00 

2.00 

9.00 

6.00 

$220.56 

1.50 

1.00 

$36.76 

A 

6510007219808 

SPONGE  SURG 

CELL&COT &GAUZE  4X4IN 
STER  1200S 

PG 

1.00 

1.00 

13.00 

2.63 

$81.29 

13.00 

2.63 

$81.29 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  B-5 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post-FDE 

qty 

Pre-FDE 

weight 

Pre-DE 

cube 

Pre-FDE 

cost 

Post-FDE 

weight 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6510007822698 

SPONGE  SURG  GAUZ  ABS 
WHITE  4X4IN  8-PLY  200S 

PG 

2.00 

1.00 

4.00 

2.00 

$13.12 

2.00 

1.00 

$6.56 

A 

6515007540412 

SYRINGE  HYPO  10ML  CAP 
LUER  SLIP  W/O  NDL  100S 

PG 

1.00 

1.00 

0.70 

0.34 

$16.43 

0.70 

0.34 

$16.43 

A 

6515007540406 

SYRINGE  HYPO  5ML  CAP 

LUER  SLIP  100S 

PG 

1.00 

1.00 

4.75 

1.00 

$15.33 

4.75 

1.00 

$15.33 

A 

6510002036010 

TAPE  ADH  12INX5YDS 
MOLESKIN 

RO 

1.00 

1.00 

2.59 

0.17 

$318.45 

2.59 

0.17 

$318.45 

A 

6510009268882 

TAPE  ADH  SURG  POROUS 
1INX10YD  12S 

PG 

1.00 

1.00 

1.04 

0.04 

$17.57 

1.04 

0.04 

$17.57 

A 

6510009268883 

TAPE  ADH  SURG  2INX10YD 

6S 

PG 

1.00 

1.00 

1.07 

1.00 

$14.24 

1.07 

1.00 

$14.24 

Durables 

C 

6530014617988 

URINAL  MALE  PATIENT  PLAS 

EA 

5.00 

2.00 

5.00 

0.05 

$3.80 

2.00 

0.02 

$1.52 

B 

6515011682595 

SKIN  MARKER  SURGICAL 

PEN  TYPE  STERILE  VIOLET 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.25 

0.20 

$17.70 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 

D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  C-l 


Appendix  C  Anesthesia  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post- 
FDE  cost 

Equipment 

A 

6530014984381 

ANESTHESIA  ACCESSORY  PKG  UAV  6530014984371 

EA 

1.00 

1.00 

12.00 

3.20 

$382.50 

12.00 

3.20 

$382.50 

A 

6515011256615 

BLADE  LARYN  MILLER  ADLT  NO.  3  2.7V  LAMP 

EA 

1.00 

1.00 

0.40 

2.50 

$107.61 

0.40 

2.50 

$107.61 

A 

6515012297741 

BLADE  LARYNGOSCOPE  MACINTOSH  NO.  4 

EA 

1.00 

1.00 

0.20 

0.20 

$37.50 

0.20 

0.20 

$37.50 

A 

6515012297739 

BLADE  LARYNGOSCOPE  MACINTOSH  SZ  NO.3  AUTO 

EA 

1.00 

1.00 

0.20 

0.20 

$96.00 

0.20 

0.20 

$96.00 

A 

6530014984371 

CART  MED  EQUIP&INST  24INX39IN  UW6530014984381 

EA 

1.00 

1.00 

150.00 

8.00 

$1,078.65 

150.00 

8.00 

$1,078.65 

A 

6515014650702 

HANDLE  LARYNGOSCOPE  MEDIUM  STD  HOOK-ON 

EA 

1.00 

1.00 

0.45 

0.05 

$19.00 

0.45 

0.05 

$19.00 

A 

6515014650687 

HANDLE  LARYNGOSCOPE  STUBBY  WATERPROOF 

STD  HOO 

EA 

1.00 

1.00 

0.45 

0.05 

$20.00 

0.45 

0.05 

$20.00 

Consumables 

A 

6515015003728 

ADAPTER  SWIVEL  LATEX  FREE  50S 

PG 

1.00 

1.00 

1.15 

0.15 

$362.52 

1.15 

0.15 

$362.52 

A 

6515011676637 

AIRWAY  NASOPHARYN  ROBERTAZZI  30FR  12S 

PG 

1.00 

1.00 

0.49 

0.60 

$158.94 

0.49 

0.60 

$158.94 

E 

6515012691790 

AIRWAY  ORAL  LG  SZ  5  VENT  MID- WALL  OPENING 

12S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.26 

0.20 

$11.70 

D 

6515006878052 

AIRWAY  PHARYNGEAL  BERMAN  LARGE  ADULT  10S 

PG 

1.00 

0.24 

10.00 

0.55 

$0.05 

2.40 

0.13 

$0.01 

A 

6515011454683 

ANESTHESIA  SET  SPINAL  25GAX3.50IN  NDL  10S 

PG 

1.00 

1.00 

0.68 

0.20 

$474.09 

0.68 

0.20 

$474.09 

A 

6515013937060 

BAG  PRESSURE  INFUSION  1000ML  200/BX  5  BX  5S 

PG 

1.00 

1.00 

0.15 

0.20 

$88.50 

0.15 

0.20 

$88.50 

A 

6515010747812 

CANNULA  LARYN  YANKAUER  W/O  CONT  VENT  50S 

PG 

1.00 

1.00 

3.02 

1.00 

$40.38 

3.02 

1.00 

$40.38 

A 

6515004588416 

CATH  &  CONN  SUCT  TRACH  18FR  WHISTLE  TIP  50S 

PG 

1.00 

1.00 

5.00 

0.77 

$21.60 

5.00 

0.77 

$21.60 

A 

6515014304331 

CATH  &  NDL  IV  14GAX1.75IN  AUTOGUARD  200S 

PG 

1.00 

1.00 

0.29 

0.19 

$533.23 

0.29 

0.19 

$533.23 

A 

6515014884971 

CATH  IV  16GA  1-1/4IN  NDL  200S 

PG 

1.00 

1.00 

0.27 

0.46 

$650.00 

0.27 

0.46 

$650.00 

A 

6515014771261 

LUBRICANT  SURG  INST  500ML  AEROSAL  MEDGRAD 
10S 

PG 

1.00 

1.00 

0.82 

0.62 

$758.27 

0.82 

0.62 

$758.27 

E 

6515008648864 

STOPCOCK  IV  3-WAY  LUER  MALE  20-30IN  50S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.00 

0.20 

$96.87 

D 

6515010357962 

STOPCOCK  IV  3-WAY  PLAS  50S 

PG 

1.00 

1.00 

1.00 

0.10 

$51.11 

1.00 

0.10 

$51.11 

A 

6515013538850 

TUBE  EXT  1NJ  SET  42IN  ANES  STER  50S 

PG 

1.00 

1.00 

0.75 

0.45 

$316.23 

0.75 

0.45 

$316.23 

A 

6515010369034 

TUBE  TRACH  MURPHY  7.5MM  10S 

PG 

1.00 

1.00 

1.20 

0.26 

$23.70 

1.20 

0.26 

$23.70 

Durables 

D 

6135NCM020005 

BATTERY  AA  EXTRA  HEAVY  DUTY  CARBON-ZINC 

EA 

24.00 

0.00 

0.24 

2.40 

$12.24 

0.00 

0.00 

$0.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-2 


Appendix  D  Operating  Room  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6515003702900 

ANOSCOPE  CYLINDRICAL  SLOTTED  TU  6CM  LG  31MM 

EA 

1.00 

1.00 

0.66 

0.10 

$439.50 

0.66 

0.10 

$439.50 

A 

6515013464816 

BAR  HORIZONTAL  RETRACTOR  BOOKWALTER 

EA 

4.00 

4.00 

16.00 

1.20 

$5,231.04 

16.00 

1.20 

$5,231.04 

A 

6530007709220 

BASIN  EMESIS  STEEL  KIDNEY  SHAPE  500ML 

EA 

12.00 

12.00 

10.20 

0.38 

$170.88 

10.20 

0.38 

$170.88 

A 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9QT  6S 

PG 

4.00 

4.00 

11.36 

0.82 

$910.80 

11.36 

0.82 

$910.80 

A 

6515013469207 

BLADE  RETRACTOR  ABDOM  6X2IN  MALLEABLE 
RATCH 

EA 

2.00 

2.00 

1.00 

0.60 

$1,167.00 

1.00 

0.60 

$1,167.00 

A 

6515013464838 

BLADE  RETRACTOR  ABDOMIN  3X2IN  BALFOUR 
RATCHE 

EA 

1.00 

1.00 

0.42 

0.20 

$394.65 

0.42 

0.20 

$394.65 

A 

6515013464839 

BLADE  RETRACTOR  ABDOMINAL  6X3 IN  RATCHET 
NOTCH 

EA 

2.00 

2.00 

1.00 

1.00 

$750.00 

1.00 

1.00 

$750.00 

A 

6515012448128 

BLADE  RETRACTOR  ABDOMINAL  HARRINGTON  5X2IN 

EA 

1.00 

1.00 

0.49 

0.20 

$1,682.16 

0.49 

0.20 

$1,682.16 

A 

6515012474977 

BLADE  RETRACTOR  ABDOMINAL  KELLY  3X2IN 
RATCHET 

EA 

3.00 

3.00 

1.50 

0.60 

$1,183.95 

1.50 

0.60 

$1,183.95 

A 

6515012474978 

BLADE  RETRACTOR  ABDOMINAL  KELLY  4X2IN 
RATCHET 

EA 

3.00 

3.00 

2.25 

0.60 

$1,867.50 

2.25 

0.60 

$1,867.50 

D 

6530007720326 

BOWL  SURGICAL  SPONGE  STEEL  3IN  DEEP  6IN  DIA 

EA 

2.00 

0.00 

2.16 

0.20 

$30.78 

0.00 

0.00 

$0.00 

A 

6515014792240 

BRONCHOSCOPE  FIBER  TUBE  840.0MMX5.8MM 

EA 

1.00 

1.00 

0.26 

0.29 

$26,940.27 

0.26 

0.29 

$26,940.27 

A 

6530015010551 

BUCKET  KICK  SURG  12X10IN  13QT 

EA 

1.00 

1.00 

0.55 

0.12 

$213.75 

0.55 

0.12 

$213.75 

A 

6515003866600 

CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN  CURV  HUB 

EA 

1.00 

1.00 

0.11 

0.10 

$71.56 

0.11 

0.10 

$71.56 

A 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

EA 

1.00 

1.00 

0.19 

0.10 

$36.38 

0.19 

0.10 

$36.38 

A 

6515011132626 

CANNULA  NASAL  9FR  FRAZIER  STYLE  CURVED 
SUCTION 

EA 

1.00 

1.00 

0.20 

0.10 

$45.63 

0.20 

0.10 

$45.63 

A 

6515011397576 

CANNULA  SUCT  SURG  ADSON  DESIGN  11FR  15.5CM 

EA 

1.00 

1.00 

0.30 

0.10 

$61.02 

0.30 

0.10 

$61.02 

A 

6515014791043 

CAP  VENTING  METAL  SILVER  F/INTUB  SCOPE  LF-2 

EA 

1.00 

1.00 

0.75 

0.20 

$420.00 

0.75 

0.20 

$420.00 

A 

6515015015633 

CASE  BONE  CHISEL  ANOD  ALUM  SILC  10INX11.75IN 

EA 

2.00 

2.00 

0.32 

0.20 

$3,436.30 

0.32 

0.20 

$3,436.30 

A 

6515006630148 

CASE  BONE  CHISELS  HOLDS  7  CHISELS  CORROSION  R 

EA 

1.00 

1.00 

3.61 

1.00 

$222.47 

3.61 

1.00 

$222.47 

A 

6515012404577 

CASE  SURG  BLADE&NDL  MAG/FOAM  64S 

PG 

1.00 

1.00 

0.42 

0.20 

$156.00 

0.42 

0.20 

$156.00 

A 

6515006645400 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .25IN  CUT 

EA 

1.00 

1.00 

0.75 

0.10 

$143.36 

0.75 

0.10 

$143.36 

A 

6515006645397 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .375IN  CUT 

EA 

1.00 

1.00 

0.63 

0.10 

$130.44 

0.63 

0.10 

$130.44 

A 

6515006645398 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .50IN  CUT 

EA 

1.00 

1.00 

0.93 

0.10 

$143.36 

0.93 

0.10 

$143.36 

A 

6515006645399 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .75IN  CUT 

EA 

1.00 

1.00 

1.00 

0.10 

$81.02 

1.00 

0.10 

$81.02 

A 

6515006645396 

CHISEL  BONE  SMITH-PETERSON  8.125IN  1.25IN  CUT 

EA 

1.00 

1.00 

0.81 

0.10 

$143.36 

0.81 

0.10 

$143.36 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-3 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515006645394 

CHISEL  BONE  SM1TH-PETERSON  81N  .625IN  CUT  W  C 

EA 

1.00 

1.00 

0.75 

0.10 

$145.28 

0.75 

0.10 

$145.28 

A 

6515006645395 

CHISEL  BONE  SMITH-PETERSON  81N  1IN  CUT  W  CURV 

EA 

1.00 

1.00 

1.33 

0.10 

$145.28 

1.33 

0.10 

$145.28 

A 

6515011398957 

CHISEL  SET  BONE  LAMBOTTE  STR  C/O  6  BLADE  SZ  0 

SE 

1.00 

1.00 

3.00 

0.13 

$235.20 

3.00 

0.13 

$235.20 

A 

6515006903197 

CLAMP  ARTERY  COOLEY  DESIGN  7.5IN  SHALLOW 

EA 

1.00 

1.00 

0.18 

0.10 

$265.53 

0.18 

0.10 

$265.53 

A 

6515006903238 

CLAMP  ARTERY  DEBAKEY  ANGULAR  &  SERRATED 
30MM 

EA 

2.00 

2.00 

0.62 

0.20 

$455.38 

0.62 

0.20 

$455.38 

A 

6515006903227 

CLAMP  ARTERY  DEBAKEY  ANGULAR  &  SERRATED 
57MM 

EA 

1.00 

1.00 

0.50 

0.10 

$316.43 

0.50 

0.10 

$316.43 

A 

6515006903225 

CLAMP  ARTERY  DEBAKEY  ANGULAR  &  SERRATED 
70MM 

EA 

1.00 

1.00 

0.21 

0.10 

$316.41 

0.21 

0.10 

$316.41 

A 

6515006903195 

CLAMP  ARTERY  DEBAKEY  CURVED  &  SERRATED 
120MM 

EA 

2.00 

2.00 

3.12 

0.39 

$604.26 

3.12 

0.39 

$604.26 

A 

6515006903196 

CLAMP  ARTERY  DEBAKEY  CURVED&SERRATED 
105MM  JA 

EA 

1.00 

1.00 

0.31 

0.10 

$563.01 

0.31 

0.10 

$563.01 

A 

6515006903213 

CLAMP  ARTERY  DEBAKEY  DESIGN  RATCH-PAWL  71N 

EA 

2.00 

2.00 

0.20 

0.40 

$371.80 

0.20 

0.40 

$371.80 

A 

6515006903212 

CLAMP  ARTERY  DEBAKEY-BAHNSON  CURVED 

EA 

2.00 

2.00 

1.00 

0.20 

$423.52 

1.00 

0.20 

$423.52 

A 

6515011398191 

CLAMP  COARCTATION  GLOVER  DESIGN  ANGULAR 
22.5C 

EA 

2.00 

2.00 

0.20 

0.20 

$520.92 

0.20 

0.20 

$520.92 

A 

6515011398190 

CLAMP  COARCTATION  GLOVER  DESIGN  STRAIGHT 

22.5 

EA 

2.00 

2.00 

0.20 

0.20 

$134.44 

0.20 

0.20 

$134.44 

A 

6515011621611 

CLAMP  INTESTINAL  ANASTOMOSIS  ALLEN  81N 

EA 

2.00 

2.00 

0.20 

0.20 

$126.70 

0.20 

0.20 

$126.70 

A 

6515011398168 

CLAMP  INTESTINAL  ANASTOMOSIS  BEST  R  ANG 

POINT 

EA 

1.00 

1.00 

0.31 

0.80 

$247.95 

0.31 

0.80 

$247.95 

D 

6515003203800 

CLAMP  PYLORUS  PAYR  8IN  2  JAW  STR 

EA 

2.00 

0.00 

1.36 

0.06 

$779.10 

0.00 

0.00 

$0.00 

D 

6515003203840 

CLAMP  PYLORUS  PAYR  STR  1 1IN  3.751N  JAW 

EA 

2.00 

0.00 

2.22 

0.20 

$1,201.18 

0.00 

0.00 

$0.00 

A 

6515011398905 

CLAMP  VASCULAR  SERREFINE  2.251NLG 

DIEFFENBACH 

EA 

2.00 

2.00 

0.40 

0.72 

$58.50 

0.40 

0.72 

$58.50 

A 

6515014828970 

CLIP  GUN  KIT  RANEY  10  CLIPS 

EA 

2.00 

2.00 

2.00 

0.04 

$177.00 

2.00 

0.04 

$177.00 

A 

6515013464881 

COUPLING  POST  RETRACTOR  BOOKWALTER  1X1IN 

EA 

2.00 

2.00 

2.00 

2.93 

$2,751.72 

2.00 

2.93 

$2,751.72 

A 

6530007778600 

CUP  SOL  CORROSION-RESISTING  STEEL  7  OZ 

EA 

16.00 

16.00 

3.52 

0.13 

$93.76 

3.52 

0.13 

$93.76 

A 

6515003225550 

CURETTE  MASTOID  SPRATT  SIZE  2  SPOON  SHAPE  BLA 

EA 

1.00 

1.00 

0.20 

0.10 

$77.64 

0.20 

0.10 

$77.64 

A 

6515003225600 

CURETTE  MASTOID  SPRATT  SIZE  3  SPOON  SHAPE 

EA 

1.00 

1.00 

0.19 

0.10 

$70.58 

0.19 

0.10 

$70.58 

A 

6515003225700 

CURETTE  MASTOID  SPRATT  SIZE  5  SPOON  SHAPE 

EA 

1.00 

1.00 

0.19 

0.10 

$81.45 

0.19 

0.10 

$81.45 

A 

6515012983549 

CURETTE  SPINAL  COBB  NO.  0  111N 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983550 

CURETTE  SPINAL  COBB  NO.  1  111N 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-4 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515012983551 

CURETTE  SPINAL  COBB  NO.  2  1 1IN 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983552 

CURETTE  SPINAL  COBB  NO.  3  1 1IN 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983553 

CURETTE  SPINAL  COBB  NO.  4  1 11N 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983548 

CURETTE  SPINAL  COBB  NO.  6  1 1IN 

EA 

1.00 

1.00 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515003230700 

CURETTE  UTERIN  THOMAS  10.50IN  SZ  4  LOOP  SHAPE 

EA 

1.00 

1.00 

0.57 

0.10 

$88.58 

0.57 

0.10 

$88.58 

A 

6515003232200 

CURETTE  UTERINE  SIMS  2  MALLEABLE  10.5IN  SHARP 

EA 

1.00 

1.00 

0.13 

0.10 

$44.16 

0.13 

0.10 

$44.16 

A 

6515003232300 

CURETTE  UTERINE  SIMS  4  MAL  10.50IN  OVAL  SHARP 

EA 

1.00 

1.00 

0.19 

0.10 

$40.44 

0.19 

0.10 

$40.44 

A 

6515003235380 

CUTTER  BONE  PIN  18IN  (STEINMAN  PINS/WIRE)CURV 

EA 

1.00 

1.00 

4.02 

1.00 

$1,824.15 

4.02 

1.00 

$1,824.15 

A 

6515003255500 

DILATOR  SET  UTERIN  HANK  SZ  9-  20FR  SET  6/CASE 

SE 

1.00 

1.00 

1.18 

0.20 

$160.76 

1.18 

0.20 

$160.76 

A 

6515010606802 

DISSECTOR  GEN  SURG  NO.  4  PENFIELD  DSGN  8.5IN 

EA 

1.00 

1.00 

0.20 

0.10 

$98.78 

0.20 

0.10 

$98.78 

A 

6530002999607 

DRAPE  SURG  CTN  5.5FTX34IN  OPENING  12X2  GREEN 

EA 

8.00 

8.00 

9.52 

0.42 

$153.60 

9.52 

0.42 

$153.60 

A 

6530002999605 

DRAPE  SURGICAL  ABDOMINAL  GREEN  72  X  94  IN 

EA 

2.00 

2.00 

7.22 

0.34 

$81.18 

7.22 

0.34 

$81.18 

A 

6530002999604 

DRAPE  SURGICAL  CHEST  &  KIDNEY  GREEN  94X108  IN 

EA 

1.00 

1.00 

5.09 

0.33 

$67.28 

5.09 

0.33 

$67.28 

A 

6530002999608 

DRAPE  SURGICAL  GENERAL  GREEN  24X24IN  6S 

PG 

10.00 

10.00 

3.30 

0.20 

$518.30 

3.30 

0.20 

$518.30 

D 

6515000000069 

ELECTROSURG  APPARATUS  MOBILE  115/230V 

EA 

1.00 

0.00 

15.00 

1.24 

$5,799.87 

0.00 

0.00 

$0.00 

A 

6515003618200 

ELEVATOR  AND  RETRACTOR  BONE  BENNETT  9.75IN 

EA 

2.00 

2.00 

0.74 

0.20 

$118.36 

0.74 

0.20 

$118.36 

A 

6515003280700 

ELEVATOR  PERIO  7.75IN  CURVED  BLADE 

EA 

1.00 

1.00 

0.20 

0.10 

$62.85 

0.20 

0.10 

$62.85 

A 

6515011398996 

ELEVATOR  PERIO  KEY  STYLE  0.500IN  BLADE 

EA 

1.00 

1.00 

0.38 

0.18 

$51.83 

0.38 

0.18 

$51.83 

A 

6515003277900 

ELEVATOR  PERIO  LANGENBECK  8.25IN  BLUNT 

EA 

1.00 

1.00 

0.25 

0.10 

$57.14 

0.25 

0.10 

$57.14 

A 

6515011398997 

ELEVATOR  PERIOSTEAL  0.75IN  BLD  W  KEY  STYLE  8 

EA 

1.00 

1.00 

0.38 

0.18 

$92.94 

0.38 

0.18 

$92.94 

A 

6515011688107 

ELEVATOR  PERIOSTEAL  KEY  STYLE  8IN  1IN  BLADE 

EA 

1.00 

1.00 

0.25 

0.10 

$220.65 

0.25 

0.10 

$220.65 

A 

6515003746900 

ELEVATOR  PERIOSTEAL  MATSON  8.75-9IN  X  .312IN 

EA 

1.00 

1.00 

0.19 

0.10 

$120.57 

0.19 

0.10 

$120.57 

A 

6515011638091 

ELEVATOR  SPINAL  COBB  1.25X0.75IN  BLADE  5X1 

EA 

1.00 

1.00 

0.20 

0.20 

$331.80 

0.20 

0.20 

$331.80 

A 

6515011637936 

ELEVATOR  SPINAL  COBB  9.50X1IN  0.750X0.375IN 

EA 

1.00 

1.00 

0.10 

0.10 

$315.21 

0.10 

0.10 

$315.21 

A 

6515011651151 

ELEVATOR  SPINAL  COBB  HDY  9.50X1IN  5IN  HANDLE 

EA 

1.00 

1.00 

0.20 

0.20 

$315.21 

0.20 

0.20 

$315.21 

D 

6530NCM041217 

FILTER  INSTRUMENT  CONTAINER  9X6IN 

BX 

1.00 

0.00 

0.01 

1.00 

$32.06 

0.00 

0.00 

$0.00 

A 

6515014677893 

FORCEP  BONE  REDUC  SPEED  LOCK  ANGLE  BALL 
250MM 

EA 

1.00 

1.00 

1.10 

0.10 

$993.00 

1.10 

0.10 

$993.00 

A 

6515014677874 

FORCEP  BONE  REDUC  XE  ED  BALL  400MM  SPEED 

LOCK 

EA 

1.00 

1.00 

1.10 

0.10 

$2,878.50 

1.10 

0.10 

$2,878.50 

A 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

EA 

1.00 

1.00 

0.25 

0.10 

$11.64 

0.25 

0.10 

$11.64 

A 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

EA 

8.00 

8.00 

1.84 

0.80 

$214.56 

1.84 

0.80 

$214.56 

A 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

EA 

18.00 

18.00 

2.70 

1.80 

$668.34 

2.70 

1.80 

$668.34 

A 

6515003346800 

FORCEP  HEMO  KELLY  5.50INX1IN  STRT  BOX  LOCK 

EA 

4.00 

4.00 

0.60 

0.40 

$198.44 

0.60 

0.40 

$198.44 

A 

6515000653181 

FORCEP  HEMO  MIXTER  HALF -CUR V  6.87-7.375IN 

EA 

2.00 

2.00 

0.27 

0.21 

$179.08 

0.27 

0.21 

$179.08 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-5 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515003349500 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED  JAW  9IN 

EA 

9.00 

9.00 

3.15 

3.15 

$499.50 

3.15 

3.15 

$499.50 

A 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

EA 

8.00 

8.00 

2.40 

0.80 

$532.72 

2.40 

0.80 

$532.72 

A 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.25IN  CRVD  SERR  TONSIL 

EA 

4.00 

4.00 

2.80 

0.40 

$47.96 

2.80 

0.40 

$47.96 

A 

6515011648886 

FORCEP  HYSTERECT  BALLETINE-HEANEY  CRVD 

8.25IN 

EA 

2.00 

2.00 

0.26 

0.40 

$359.58 

0.26 

0.40 

$359.58 

A 

6515011656746 

FORCEP  HYSTERECTOMY  8.25IN  STRAIGHT  JAWS 

EA 

2.00 

2.00 

0.40 

0.40 

$123.54 

0.40 

0.40 

$123.54 

A 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT &SMOOTH  JAW 

EA 

4.00 

4.00 

0.40 

0.40 

$85.80 

0.40 

0.40 

$85.80 

A 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR  STR&SER  JAW 

EA 

2.00 

2.00 

0.62 

0.20 

$109.90 

0.62 

0.20 

$109.90 

A 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1/2IN  RING  HANDLE 

EA 

2.00 

2.00 

1.10 

0.24 

$21.54 

1.10 

0.24 

$21.54 

A 

6515004426883 

FORCEP  TOWEL  5.25INDMND  KNURL  PATTERN 
NONPERF 

EA 

6.00 

6.00 

1.14 

0.60 

$233.82 

1.14 

0.60 

$233.82 

A 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL 

CLAMP 

EA 

6.00 

6.00 

0.66 

0.60 

$44.64 

0.66 

0.60 

$44.64 

A 

6515007542627 

FORCEP  UTERINE  BRAUN  9.5IN  TENACULUM 

STRAIGHT 

EA 

2.00 

2.00 

0.34 

0.76 

$71.68 

0.34 

0.76 

$71.68 

A 

6515003669200 

FORCEPS  BONE  CUTTING  BETHUNE  13.51N 

EA 

1.00 

1.00 

1.38 

0.20 

$308.82 

1.38 

0.20 

$308.82 

A 

6515003311300 

FORCEPS  BONE  CUTTING  LISTON-STILLE  10.25IN 

EA 

1.00 

1.00 

1.00 

1.00 

$496.61 

1.00 

1.00 

$496.61 

A 

6515011656744 

FORCEPS  BONE  HOLD  KERN  SELF-CTR  10.25IN  MED 

EA 

2.00 

2.00 

0.40 

0.40 

$2,586.00 

0.40 

0.40 

$2,586.00 

A 

6515014106861 

FORCEPS  BONE  REDUCTION  ORTHOPEDIC 

EA 

2.00 

2.00 

1.12 

0.38 

$1,929.00 

1.12 

0.38 

$1,929.00 

A 

6515003344900 

FORCEPS  HEMO  HALSTED  4.75-5.25IN  CRVD  SER 

EA 

16.00 

16.00 

1.60 

0.80 

$125.76 

1.60 

0.80 

$125.76 

A 

6515003343800 

FORCEPS  HEMO  KELLY  5.25-5.75IN  SLIGHT  CURV 

EA 

2.00 

2.00 

0.30 

0.20 

$54.46 

0.30 

0.20 

$54.46 

A 

6515003344100 

FORCEPS  HEMO  MAYO-CARMALT  8IN 

EA 

2.00 

2.00 

0.70 

0.20 

$194.10 

0.70 

0.20 

$194.10 

A 

6515003342800 

FORCEPS  HEMO  PENNINGTON  5.75-6.25IN  HEMORRHO 

EA 

1.00 

1.00 

0.10 

0.10 

$29.24 

0.10 

0.10 

$29.24 

A 

6515003347400 

FORCEPS  HEMO  ROCHESTER-OCHSNER  6IN 

EA 

4.00 

4.00 

0.76 

0.40 

$81.20 

0.76 

0.40 

$81.20 

A 

6515003344300 

FORCEPS  HEMO  ROCH-PEAN  6-6.50IN1.875QTR-CRV 

EA 

12.00 

12.00 

1.32 

1.20 

$115.08 

1.32 

1.20 

$115.08 

A 

6515003345600 

FORCEPS  HEMOS  HALSTED  MOSQUITO  PT  51N 

EA 

4.00 

4.00 

0.44 

0.40 

$52.28 

0.44 

0.40 

$52.28 

A 

6515011398167 

FORCEPS  INTESTINAL  ANGULAR  GLASSMAN  91N 

EA 

2.00 

2.00 

0.20 

0.20 

$119.32 

0.20 

0.20 

$119.32 

A 

6515003352900 

FORCEPS  INTESTINAL  BABCOCK  8IN  STRAIGHT 

EA 

4.00 

4.00 

0.72 

0.40 

$60.00 

0.72 

0.40 

$60.00 

A 

6515003351900 

FORCEPS  INTESTINAL  DOYEN  8.75IN  BOX  LOC 

EA 

2.00 

2.00 

0.60 

0.20 

$426.16 

0.60 

0.20 

$426.16 

A 

6515011398166 

FORCEPS  INTESTINAL  STRAIGHT  GLASSMAN  NON- 
CRUS 

EA 

2.00 

2.00 

0.20 

0.20 

$135.00 

0.20 

0.20 

$135.00 

A 

6515003355800 

FORCEPS  KIDNEY  PEDICLE  GUYON-PEAN  9.5IN 

EA 

2.00 

2.00 

1.68 

0.20 

$489.06 

1.68 

0.20 

$489.06 

A 

6515013309392 

FORCEPS  LUNG  GRASPING  DUVAL  8IN 

EA 

2.00 

2.00 

0.60 

0.40 

$402.52 

0.60 

0.40 

$402.52 

A 

6515011398939 

FORCEPS  THORACIC  1 1IN  LG  ANGULAR  SOFT  JAW 

EA 

1.00 

1.00 

0.32 

0.20 

$232.29 

0.32 

0.20 

$232.29 

A 

6515011398938 

FORCEPS  THORACIC  9IN 

EA 

1.00 

1.00 

0.20 

0.25 

$89.96 

0.20 

0.25 

$89.96 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-6 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515006903208 

FORCEPS  TISS  DEBAR  7.75IN  TWEEZER  STR&SER  JAW 

EA 

2.00 

2.00 

0.38 

0.20 

$89.10 

0.38 

0.20 

$89.10 

A 

6515003379900 

FORCEPS  TISSUE  5.5IN  TWEEZER  STR  &  SMOOTH 

EA 

6.00 

6.00 

0.60 

0.60 

$97.68 

0.60 

0.60 

$97.68 

B 

6515003377800 

FORCEPS  TISSUE  ADS4.50INTWEEZ  STRT  &  SMTH  JAW 

EA 

3.00 

4.00 

0.60 

0.30 

$234.99 

0.80 

0.40 

$313.32 

A 

6515014584567 

FORCEPS  TISSUE  ALLIS  XTRA  LONG  10IN  5X6  TEETH 

EA 

2.00 

2.00 

0.36 

0.22 

$35.10 

0.36 

0.22 

$35.10 

A 

6515014584214 

FORCEPS  TISSUE  BRIDGE  THORACIC  CLAMP  11  IN 

EA 

2.00 

2.00 

1.10 

0.24 

$89.98 

1.10 

0.24 

$89.98 

A 

6515012983857 

FORCEPS  TISSUE  FERRIS-SMITH  TWEEZER  7IN 

EA 

1.00 

1.00 

0.20 

0.10 

$24.00 

0.20 

0.10 

$24.00 

A 

6515002998325 

FORCEPS  TISSUE  RUSSIAN  5.75-6.25IN  TWEEZER 

EA 

1.00 

1.00 

0.20 

0.10 

$34.23 

0.20 

0.10 

$34.23 

A 

6515011398192 

FORCEPS  VASCULAR  TISSUE  DEBAKEY  12IN 

EA 

2.00 

2.00 

0.20 

0.20 

$129.48 

0.20 

0.20 

$129.48 

D 

7240008808878 

FRAME  CLOTH  BASKET  FOLDING  HINGED 

EA 

4.00 

4.00 

80.00 

29.40 

$240.44 

80.00 

29.40 

$240.44 

A 

6515011398924 

GOUGE  SPINAL  COBB  9.50IN  4.50IN  BLADE  LG 

EA 

1.00 

1.00 

0.10 

0.10 

$348.39 

0.10 

0.10 

$348.39 

A 

6515011656695 

GOUGE  SPINAL  COBB  9.50IN  ANG  BLUNT  BLADE 

CRVD 

EA 

1.00 

1.00 

0.20 

0.20 

$348.39 

0.20 

0.20 

$348.39 

A 

6515011656696 

GOUGE  SPINAL  COBB  STR  9.50IN  ANG  BLADE  4.50IN 

EA 

1.00 

1.00 

0.20 

0.20 

$207.90 

0.20 

0.20 

$207.90 

A 

6515011643140 

GOUGE  SPINAL  COBB  STRAIGHT  9.50IN 

EA 

1.00 

1.00 

0.39 

0.10 

$127.65 

0.39 

0.10 

$127.65 

A 

6640004314520 

GRADUATE  LIQUID  LAB  CRS  CYLINDRICAL  1000  ML 

EA 

2.00 

2.00 

2.50 

0.34 

$101.24 

2.50 

0.34 

$101.24 

A 

6515011417469 

HANDLE  SURG  KNIFE  DETACHABLE  BLADE  SZ  3 

EA 

1.00 

1.00 

0.13 

0.52 

$13.04 

0.13 

0.52 

$13.04 

C 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW 
NOSE 

EA 

10.00 

7.00 

1.00 

1.09 

$55.20 

0.70 

0.76 

$38.64 

A 

6515014983999 

HEADLIGHTS  SURG  PORT  SOLARC  8IN  CORD 
HEADBAND 

EA 

2.00 

2.00 

1.18 

1.00 

$8,268.54 

1.18 

1.00 

$8,268.54 

A 

6515011863653 

HOLDER  INSTR  STERILIZATION  U-SHAPED  5.5X31N 

EA 

2.00 

2.00 

0.44 

0.40 

$116.86 

0.44 

0.40 

$116.86 

A 

6515011863652 

HOLDER  INSTR  STERILIZATION  U-SHAPED  8X2.75IN 

EA 

1.00 

1.00 

0.32 

0.20 

$37.50 

0.32 

0.20 

$37.50 

A 

6515006903198 

HOLDER  SUTURE  NDL  DEBAKEY  71N  SERR 

EA 

2.00 

2.00 

0.40 

0.20 

$153.42 

0.40 

0.20 

$153.42 

A 

6515006903200 

HOLDER  SUTURE  NDL  DEBAKEY  9IN  SERR 

EA 

2.00 

2.00 

0.62 

0.20 

$185.74 

0.62 

0.20 

$185.74 

A 

6515002998736 

HOLDER  SUTURE  NDL  HEGAR-MAYO  6IN 

EA 

1.00 

1.00 

0.19 

0.01 

$43.92 

0.19 

0.01 

$43.92 

A 

6515006198219 

HOLDER  SUTURE  NDL  WEBSTER  STR  5IN 

EA 

2.00 

2.00 

0.20 

0.26 

$20.78 

0.20 

0.26 

$20.78 

A 

6515014171636 

HOLDER  SUTURE  NEEDLE  PASSIVATED  21CM 

EA 

1.00 

1.00 

0.10 

0.10 

$226.50 

0.10 

0.10 

$226.50 

A 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  51N  STRT  JAW 

EA 

2.00 

2.00 

0.20 

0.20 

$97.70 

0.20 

0.20 

$97.70 

A 

6515006903202 

HOLDER  SUTURE  NEEDLE  DEBAKEY  12IN  LG 
SERRATED 

EA 

3.00 

3.00 

0.84 

0.30 

$318.75 

0.84 

0.30 

$318.75 

A 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN  SERR 

EA 

1.00 

1.00 

0.14 

0.46 

$40.17 

0.14 

0.46 

$40.17 

A 

6515011648884 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  10IN 

F/GENER 

EA 

2.00 

2.00 

0.60 

0.40 

$135.78 

0.60 

0.40 

$135.78 

B 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

EA 

4.00 

6.00 

0.88 

0.04 

$154.20 

1.32 

0.06 

$231.30 

A 

6515011253227 

HOOK  BONE  CRVD  7.25IN  TAPER  90  DEG  HDL  SHFT 

EA 

2.00 

2.00 

0.64 

0.20 

$1,125.00 

0.64 

0.20 

$1,125.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-7 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515003421400 

HOOK  BRAIN  DISSECTING  ADSON  90  DEGREE  8IN 

EA 

2.00 

2.00 

0.45 

0.20 

$60.36 

0.45 

0.20 

$60.36 

A 

6515014215794 

ILLUMINATOR  FIBEROP 

EA 

1.00 

1.00 

0.55 

0.12 

$1,206.92 

0.55 

0.12 

$1,206.92 

A 

6515003435800 

KNIFE  AMPUTATING  LISTON  10.5IN  CURVED 

EA 

1.00 

1.00 

0.38 

0.10 

$138.42 

0.38 

0.10 

$138.42 

A 

6515010457158 

KNIFE  STERNUM  LEBSCHE  10IN  PASSIVATED 

EA 

1.00 

1.00 

0.50 

0.20 

$146.60 

0.50 

0.20 

$146.60 

A 

6515012340253 

MALLET  BONE  SURGERY  10IN  LG  RECT  HEAD 

EA 

1.00 

1.00 

2.00 

0.20 

$215.13 

2.00 

0.20 

$215.13 

A 

6515011656712 

NEEDLE  HEPARIN  FLUSHING  18GA  2.50IN  OLIVE  T 

EA 

2.00 

2.00 

0.40 

0.40 

$71.50 

0.40 

0.40 

$71.50 

A 

6515011398962 

OBTURATOR  CARDIOVASCULAR  TOURNIQUET  121N 

LG  J 

EA 

2.00 

2.00 

0.46 

0.40 

$51.06 

0.46 

0.40 

$51.06 

A 

6515014582849 

OSTEOTOME  SET  LAMBOTTE  TYPE  CURVED  SET  OF  6 

EA 

1.00 

1.00 

1.00 

1.00 

$187.50 

1.00 

1.00 

$187.50 

A 

7240007730975 

PAIL  UTILITY  SURGICAL  OPERATING  ROOM  12QT 

EA 

1.00 

1.00 

5.17 

0.42 

$35.25 

5.17 

0.42 

$35.25 

A 

7210001197356 

PILLOWCASE  CTN-POLY  32.5X20.5IN  NONDISPOSABLE 

EA 

48.00 

48.00 

10.56 

0.48 

$119.04 

10.56 

0.48 

$119.04 

A 

6515012292652 

PLIERS  BENDING  ORTHOPEDIC  USE  W/2.7  AND  3 

EA 

1.00 

1.00 

0.20 

0.20 

$1,365.36 

0.20 

0.20 

$1,365.36 

A 

6515011399048 

PLIERS  WIRE  SUTURE  CUTTING  6.75IN  LG  SERRATED 

EA 

2.00 

2.00 

4.00 

0.24 

$510.46 

4.00 

0.24 

$510.46 

A 

6515013464817 

POST  TABLE  RETRACTOR  BOOKW ALTER  1IN 

EA 

2.00 

2.00 

16.00 

8.25 

$8,373.96 

16.00 

8.25 

$8,373.96 

A 

6515011190787 

PROBE  GENERAL  OPERAT  BULBOUS  TIP  10IN  .062 

EA 

1.00 

1.00 

0.11 

0.10 

$6.33 

0.11 

0.10 

$6.33 

A 

6515012458987 

RATCHET  TILTING  MECHANISM  BOOKWALTER 
DESIGN 

EA 

3.00 

3.00 

1.02 

0.60 

$7,697.88 

1.02 

0.60 

$7,697.88 

A 

6515012492755 

RATCHET  TILTING  MECHANISM  BOOKWALTER  DSGN 
STD 

EA 

2.00 

2.00 

0.38 

0.40 

$5,181.42 

0.38 

0.40 

$5,181.42 

A 

6515014828969 

RELOAD  CLIP  GUN  KIT  PRE  LOAD  MAG  10  CLIPS 

PG 

2.00 

2.00 

0.02 

0.02 

$267.00 

0.02 

0.02 

$267.00 

A 

6515011398969 

RETRACTOR  ABDOM  CODMAN-SHURTLEFF 

EA 

1.00 

1.00 

2.86 

0.40 

$639.99 

2.86 

0.40 

$639.99 

A 

6515011398195 

RETRACTOR  ABDOMIN  KELLY  11.51N  3  X  3.5IN  SERR 

EA 

2.00 

2.00 

1.22 

1.40 

$210.24 

1.22 

1.40 

$210.24 

A 

6515012449949 

RETRACTOR  ABDOMIN  KELLY  LEFT  W/2  2INX1 .51N  BL 

EA 

3.00 

3.00 

3.00 

0.60 

$1,867.50 

3.00 

0.60 

$1,867.50 

A 

6515003603510 

RETRACTOR  ABDOMINAL  DEAVER  1.5X12IN 

EA 

1.00 

1.00 

0.69 

0.10 

$23.19 

0.69 

0.10 

$23.19 

A 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER  1X121N 

EA 

1.00 

1.00 

0.56 

0.10 

$126.41 

0.56 

0.10 

$126.41 

A 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER  2X1 21N 

EA 

1.00 

1.00 

0.72 

0.10 

$31.22 

0.72 

0.10 

$31.22 

A 

6515014576145 

RETRACTOR  ABDOMINAL 

DEBAKEY/COOLEY/DEAVER  STY 

EA 

1.00 

1.00 

0.55 

0.12 

$141.68 

0.55 

0.12 

$141.68 

A 

6515011398194 

RETRACTOR  ABDOMINAL  LEMMON  EXTRA  DEEP 
DEAVER 

EA 

2.00 

2.00 

0.20 

0.20 

$349.92 

0.20 

0.20 

$349.92 

A 

6515003604400 

RETRACTOR  ABDOMINAL  MAYO  SIZE  9.75X2.75IN 

EA 

1.00 

1.00 

0.52 

0.10 

$169.10 

0.52 

0.10 

$169.10 

A 

6515011398263 

RETRACTOR  CEREBELLAR  ADSON  4X4  SHARP 

PRONGS  S 

EA 

1.00 

1.00 

0.10 

0.10 

$362.60 

0.10 

0.10 

$362.60 

A 

6515011398262 

RETRACTOR  CEREBELLAR  ADSON  STRAIGHT  4X4 
SHARP 

EA 

1.00 

1.00 

0.20 

0.26 

$479.28 

0.20 

0.26 

$479.28 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-8 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515011398196 

RETRACTOR  GEN  OPER  HARRINGTON  13X2.25IN 

EA 

2.00 

2.00 

2.00 

0.32 

$314.04 

2.00 

0.32 

$314.04 

A 

6515003610450 

RETRACTOR  GEN  OPER  VOLKMAN  4  PRONG  HDL  8.5IN 

EA 

2.00 

2.00 

0.40 

0.20 

$149.34 

0.40 

0.20 

$149.34 

A 

6515015358244 

RETRACTOR  LAMIN  SPINE  W/HINGED  ARMS  12IN 

EA 

2.00 

2.00 

2.40 

0.50 

$1,755.30 

2.40 

0.50 

$1,755.30 

A 

6515009269193 

RETRACTOR  MASTWEITLANER  6.5IN  HOOK  4  PRONG 

EA 

2.00 

2.00 

0.62 

0.40 

$103.20 

0.62 

0.40 

$103.20 

A 

6515011253223 

RETRACTOR  ORTHO  HOMAN  9.375X1. 75IN  RECT 

BLADE 

EA 

2.00 

2.00 

0.57 

0.20 

$257.28 

0.57 

0.20 

$257.28 

A 

6515011253222 

RETRACTOR  ORTHOPEDIC  HOHMANN  9.250IN  LG 

EA 

2.00 

2.00 

0.45 

1.09 

$236.46 

0.45 

1.09 

$236.46 

A 

6515003614850 

RETRACTOR  PERINEAL  GELPI  HOOK  UNIT  TYPE  6 

EA 

1.00 

1.00 

0.37 

0.10 

$44.79 

0.37 

0.10 

$44.79 

A 

6515011346649 

RETRACTOR  RIB  BURFORD-FINOCCHIETO 

EA 

1.00 

1.00 

6.50 

0.10 

$232.50 

6.50 

0.10 

$232.50 

A 

6515011132623 

RETRACTOR  SENN-KANAVEL  3  PRONGS  6.75IN 

EA 

4.00 

4.00 

0.16 

1.24 

$198.04 

0.16 

1.24 

$198.04 

A 

6515003603850 

RETRACTOR  SET  ABDOMINAL  RICHARDSON- 
EASTMAN  2S 

SE 

2.00 

2.00 

1.00 

0.40 

$53.02 

1.00 

0.40 

$53.02 

A 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

SE 

2.00 

2.00 

0.60 

0.20 

$83.02 

0.60 

0.20 

$83.02 

A 

6515014587927 

RETRACTOR  SURG  MALLEABLE  STRAIGHT  13X1. 51N 

EA 

1.00 

1.00 

0.25 

0.28 

$14.76 

0.25 

0.28 

$14.76 

A 

6515011220668 

RETRACTOR  TISSUE  HIBBS  9.25IN  LG  3IN  BLADE 

EA 

2.00 

2.00 

1.34 

0.80 

$140.38 

1.34 

0.80 

$140.38 

A 

6515003619800 

RETRACTOR  VAGINAL  SIMS  DESIGN  MEDIUM  1.25 

EA 

2.00 

2.00 

0.37 

0.20 

$59.22 

0.37 

0.20 

$59.22 

A 

6515011398197 

RETRACTOR  VAGOTOMY  WEIBERG  4X6.75IN 

EA 

1.00 

1.00 

1.18 

0.11 

$52.50 

1.18 

0.11 

$52.50 

A 

6515013464818 

RING  SEGMENTED  OVAL  BOOKW ALTER  10.50X20IN 

EA 

1.00 

1.00 

3.00 

0.50 

$4,588.49 

3.00 

0.50 

$4,588.49 

A 

6515003313600 

RONGEUR  ST1LLE  DBL- JOINTED  ANGULAR  8.75IN 

EA 

1.00 

1.00 

0.72 

0.10 

$309.81 

0.72 

0.10 

$309.81 

A 

6515003315400 

RONGEUR  ST1LLE-LUER  DBL- JOINTED  STR  9IN  RD 

EA 

1.00 

1.00 

0.76 

0.30 

$469.14 

0.76 

0.30 

$469.14 

A 

6515011398983 

RULER  SURGICAL  6X7/81N  FLEXIBLE  SS 

EA 

1.00 

1.00 

0.10 

0.10 

$12.00 

0.10 

0.10 

$12.00 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  71N 

EA 

1.00 

1.00 

0.21 

0.10 

$12.04 

0.21 

0.10 

$12.04 

A 

6515003651820 

SCISSOR  GEN  SURG  5.501N  ONE  BLUNT 

EA 

2.00 

2.00 

0.26 

0.20 

$10.74 

0.26 

0.20 

$10.74 

A 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

EA 

2.00 

2.00 

0.32 

0.20 

$15.12 

0.32 

0.20 

$15.12 

C 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV  BLADE  6.50-7IN  BLNT 

EA 

4.00 

2.00 

0.40 

0.40 

$32.64 

0.20 

0.20 

$16.32 

A 

6515010895668 

SCISSOR  GEN  SURG  METZENBAUM  1 1IN  DELICATE 

EA 

1.00 

1.00 

0.24 

0.10 

$146.46 

0.24 

0.10 

$146.46 

A 

6515011654991 

SCISSOR  GEN  SURG  METZENBAUM  71N  FINE  TIP  CURV 

EA 

1.00 

1.00 

0.20 

0.20 

$6.60 

0.20 

0.20 

$6.60 

A 

6515006903223 

SCISSOR  GEN  SURG  POTTS  SMITH  7.51N 

EA 

2.00 

2.00 

0.28 

0.20 

$258.52 

0.28 

0.20 

$258.52 

A 

6515003644800 

SCISSOR  IRIS  STRAIGHT  4IN  FINGER  RING 

EA 

2.00 

2.00 

0.24 

0.20 

$83.10 

0.24 

0.20 

$83.10 

B 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

EA 

2.00 

5.00 

0.20 

0.20 

$261.12 

0.50 

0.50 

$652.80 

A 

6515006903224 

SCISSORS  GEN  SURG  POTTS  SMITH  7.50IN  ANG 

EA 

1.00 

1.00 

0.19 

0.10 

$104.97 

0.19 

0.10 

$104.97 

A 

7210001197358 

SHEET  BED  CT-POLY  104X66IN  FLAT  PLAIN 

EA 

12.00 

12.00 

3.00 

1.08 

$114.48 

3.00 

1.08 

$114.48 

A 

6515000800964 

SOUND  UTERINE  SIMS  11.5IN  STRAIGHT  BALL  POINT 

EA 

1.00 

1.00 

0.11 

0.20 

$14.99 

0.11 

0.20 

$14.99 

A 

6515011397550 

SPECULUM  RECTAL  PRATT  8.51N  BLADE 

EA 

1.00 

1.00 

0.58 

0.40 

$86.33 

0.58 

0.40 

$86.33 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  D-9 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515003707900 

SPECULUM  VAG  AUVARD  9.125IN  WGHT  RETRACT 
STYL 

EA 

1.00 

1.00 

3.26 

0.22 

$364.22 

3.26 

0.22 

$364.22 

A 

6515003705620 

SPECULUM  VAGIN  GRAVES  MED  5.438IN  PIVOTED 

EA 

1.00 

1.00 

0.77 

0.10 

$33.17 

0.77 

0.10 

$33.17 

A 

6515007542626 

SPECULUM  VAGINAL  PEDERSEN  COML  SZ  5.25IN 

EA 

1.00 

1.00 

0.77 

0.10 

$47.39 

0.77 

0.10 

$47.39 

A 

6515007542625 

SPECULUM  VAGINAL  PEDERSEN  MED  COML  SZ  4.25IN 

EA 

1.00 

1.00 

0.56 

0.10 

$54.60 

0.56 

0.10 

$54.60 

A 

6530014991655 

STAND  BASIN  34X14X141N  DBL  BASIN  MOBILE 

EA 

1.00 

1.00 

7.00 

1.15 

$644.97 

7.00 

1.15 

$644.97 

A 

6530007081590 

STAND  SURG  62X17X20IN  AUTO  LOCK  CASTERS 

EA 

1.00 

1.00 

50.00 

12.00 

$415.36 

50.00 

12.00 

$415.36 

D 

6515012045363 

STAPLER  SURG  THORACIC/ABDOMINAL  50MM 

EA 

1.00 

0.00 

4.00 

0.50 

$2,944.73 

0.00 

0.00 

$0.00 

D 

6515012045362 

STAPLER  SURG  THORACIC/ABDOMINAL  90MM 

EA 

1.00 

0.00 

4.00 

0.50 

$791.60 

0.00 

0.00 

$0.00 

A 

6515011304924 

STAPLER  SURGICAL  55ML  CAP  AUTO 

NONREMOVABLE 

EA 

1.00 

1.00 

2.00 

0.30 

$849.48 

2.00 

0.30 

$849.48 

E 

6515011304923 

STAPLER  SURGICAL  GASTROINTESTINAL  50ML  CAP  2 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.20 

0.30 

$3,160.05 

E 

6515011304922 

STAPLER  SURGICAL  THORACIC-ABDOMINAL 
AUTOMATIC 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.20 

0.31 

$849.48 

E 

6515015316051 

SUCTION  APPARATUS  SURG  BAT  11-30V/AC 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

12.00 

5.56 

$2,210.00 

D 

6515014350050 

SUCTION  APPARATUS  SURG  PORT 

EA 

1.00 

0.00 

5.00 

0.50 

$2,230.87 

0.00 

0.00 

$0.00 

A 

6530011624443 

TABLE  FOLDING  LEGS  45X3  6X3  0IN  CRS  OVERALL 

EA 

1.00 

1.00 

85.00 

3.50 

$636.43 

85.00 

3.50 

$636.43 

A 

6515014810925 

TOUNIQUET  SYSTEM  PNEUMATIC  1200  ZIMMER 
W/CASE 

EA 

1.00 

1.00 

10.00 

5.00 

$21,186.29 

10.00 

5.00 

$21,186.29 

A 

7210002999610 

TOWEL  HAND  COTTEN  GRN/GRAY  NONDISP  36X171N 

EA 

29.00 

29.00 

6.96 

0.29 

$36.54 

6.96 

0.29 

$36.54 

A 

6510014999364 

TOWEL  PACK  SURG  STER  17X27IN  CTN  BLUE  72S 

PG 

1.00 

1.00 

1.00 

1.00 

$278.10 

1.00 

1.00 

$278.10 

A 

6515011651134 

TUNNELER  GRAFT  CRAWFORD-COOLEY  15.75IN  .50IN 

EA 

1.00 

1.00 

0.20 

0.20 

$238.20 

0.20 

0.20 

$238.20 

Medications 

C 

6505013308926 

SOD  CHLOR  IRRIGATION  0.9%  1000ML  16S 

PG 

2.00 

1.00 

66.00 

6.00 

$48.96 

33.00 

3.00 

$24.48 

B 

6505013308932 

WATER  FOR  IRRIGATION  1000ML  16S 

PG 

1.00 

2.00 

33.00 

3.00 

$30.25 

66.00 

6.00 

$60.50 

Consumables 

A 

6510014630936 

ADHESIVE  PAD  COLOST-1LEOST-TRACH  5X5IN  10S 

PG 

1.00 

1.00 

1.00 

1.00 

$45.38 

1.00 

1.00 

$45.38 

C 

6515011471421 

BAG  OSTOMY  10X5IN  OPAQUE  W/O  ADH  AREA  57M 

10S 

PG 

2.00 

1.00 

4.34 

0.22 

$33.60 

2.17 

0.11 

$16.80 

C 

6510004909642 

BANDAGE  ELAS  RBBR  5YDX6IN 

PG 

2.00 

1.00 

6.00 

2.00 

$100.44 

3.00 

1.00 

$50.22 

A 

6515007540426 

BLADE  RAZOR  SURG  PREP  SGL  EDGE  5S 

PG 

1.00 

1.00 

0.10 

0.10 

$1.23 

0.10 

0.10 

$1.23 

A 

6515010095298 

BLADE  SURG  KNIFE  DET  NO.  11  SMALL  TANG  150S 

PG 

1.00 

1.00 

0.75 

0.10 

$37.47 

0.75 

0.10 

$37.47 

A 

6515010095295 

BLADE  SURG  KNIFE  DETACHABLE  #10  150S 

PG 

1.00 

1.00 

0.75 

0.10 

$64.59 

0.75 

0.10 

$64.59 

A 

6515010095293 

BLADE  SURG  KNIFE  DETACHABLE  #15  150S 

PG 

1.00 

1.00 

0.75 

0.10 

$37.47 

0.75 

0.10 

$37.47 

A 

6515005412939 

BRIDGE  LOOP  OSTOMY  3.75-4IN  PLASTIC  RNDED  20S 

PG 

1.00 

1.00 

0.58 

0.10 

$51.83 

0.58 

0.10 

$51.83 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +11D-10 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

D 

6515010726380 

CANNULA  LARYN  YANKAURER  72IN  20S 

PG 

1.00 

0.00 

0.43 

0.03 

$67.43 

0.00 

0.00 

$0.00 

E 

6515011643053 

CANNULA  SUCTION  YANKAURER  20S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.20 

0.20 

$56.73 

A 

6515014806216 

CLEANER  TIP  CAUTER  TIP  POLISH  LG  5X5CM  100S 

PG 

1.00 

1.00 

0.28 

0.28 

$75.00 

0.28 

0.28 

$75.00 

C 

6525013620624 

COVER  FLUOROSCOPIC  X-RAY  APPARATU  STERILE 

10S 

PG 

2.00 

1.00 

0.60 

0.00 

$282.28 

0.30 

0.00 

$141.14 

C 

6530008377472 

CUP  SPECIMEN  PLAS  DISP  4.50Z  100S 

PG 

2.00 

1.00 

13.82 

4.00 

$22.06 

6.91 

2.00 

$11.03 

A 

6640015190991 

DETERGENT  GLS&INST  HOSP/LAB  DUAL  ENZ  PH6.5  1G 

EA 

1.00 

1.00 

2.00 

25.00 

$192.00 

2.00 

25.00 

$192.00 

C 

6505010453255 

DETERGENT  SURG  4%  CHLORHEX  GLUCONATE  320Z 

BT 

12.00 

1.00 

30.72 

9.00 

$190.80 

2.56 

0.75 

$15.90 

C 

6515013414524 

DRAINAGE  KIT  CLOSED  SUCTION  JACKSON-PRATT  5S 

PG 

4.00 

1.00 

1.24 

2.40 

$246.60 

0.31 

0.60 

$61.65 

c 

6515012724569 

DRAIN-RESERV  SUCT  SURG  WOUND  DRAIN  30.4  10S 

PG 

2.00 

1.00 

1.00 

0.33 

$240.46 

0.50 

0.17 

$120.23 

A 

6530010324089 

DRAPE  SURG  NONWOVEN  FABRIC  6FTX44IN  20S 

PG 

1.00 

1.00 

13.00 

1.40 

$64.46 

13.00 

1.40 

$64.46 

A 

6515012718085 

ELECTRODE  COAG  SHARP  6INX3/32IN  STER  50S 

PG 

1.00 

1.00 

0.20 

0.20 

$278.34 

0.20 

0.20 

$278.34 

A 

6515011588493 

ELECTRODE  GRD  ELECTROSURG  7.250X4.500IN  50S 

PG 

1.00 

1.00 

0.20 

0.20 

$188.25 

0.20 

0.20 

$188.25 

D 

6515011535944 

EVACU  KIT  WOUND  100ML  RES  7MM  FLAT  DRAIN  10S 

PG 

1.00 

0.00 

0.30 

0.20 

$170.60 

0.00 

0.00 

$0.00 

E 

6515015460559 

FIXATION  SET  ORTHO  FORWARD  DEPLOYED  PACK 

EA 

0.00 

3.00 

0.00 

0.00 

$0.00 

6.00 

0.27 

$8,702.70 

D 

6515014631464 

FIXATOR  EXTERNAL  FORWARD  DEPLOYED  FIELD 
PACK 

EA 

5.00 

0.00 

2.75 

0.90 

$8,510.00 

0.00 

0.00 

$0.00 

A 

6515011535781 

NEEDLE  ELECTRODE  ELECTRSURG  3/32IN  SHAFT  150S 

PG 

1.00 

1.00 

0.50 

0.50 

$315.75 

0.50 

0.50 

$315.75 

A 

6515014691229 

ORTHOPEDIC  IMPLANT 

EA 

1.00 

1.00 

20.00 

1.50 

$19,567.00 

20.00 

1.50 

$19,567.00 

A 

6510014979245 

PAD  ADHESIVE  COLOST-ILEOST-TRACH  4X4IN  10S 

PG 

1.00 

1.00 

1.00 

1.00 

$87.48 

1.00 

1.00 

$87.48 

A 

6510009862942 

PAD  NONADHERENT  8X3 IN  NONWOVEN  WHITE  50S 

PG 

1.00 

1.00 

1.00 

1.00 

$11.64 

1.00 

1.00 

$11.64 

B 

6510011202642 

PAD  PETROLATUM&BISMUTH  IMPREGNATED  WHITE 
12S 

PG 

1.00 

2.00 

1.00 

1.00 

$156.67 

2.00 

2.00 

$313.34 

A 

6515013225898 

RAZOR  SURG  PREP  PLAS  100S 

PG 

1.00 

1.00 

0.20 

0.10 

$42.00 

0.20 

0.10 

$42.00 

C 

6515014811326 

SHEET  SURG  60IN  70INW  SOFT  PLAS  42S 

PG 

1.00 

0.30 

1.00 

0.36 

$3.99 

0.30 

0.11 

$1.18 

C 

6532013334144 

SLEEVE  SURGICAL  GOWN  PLAS  STER  DISP  60S 

PG 

1.00 

0.42 

4.00 

0.00 

$71.23 

1.66 

0.00 

$29.56 

D 

6510013942525 

SPONGE  LAPAROTOMY  18X18IN  PREWASH  SFTPK  200S 

PG 

1.00 

0.00 

2.00 

2.00 

$101.75 

0.00 

0.00 

$0.00 

B 

6510001161285 

SPONGE  SURG  12-PLY  4X8IN  80S 

PG 

1.00 

2.00 

5.00 

3.00 

$208.31 

10.00 

6.00 

$416.62 

C 

6510007822699 

SPONGE  SURG  12-PLY  GAUZE  8X41N  NONSTER  200S 

PG 

4.00 

1.00 

9.60 

4.00 

$68.80 

2.40 

1.00 

$17.20 

C 

6515014621239 

STAPLER  &  CUTTER  UNIT  SURG  LINEAR  CUT  75MM  3S 

PG 

2.00 

1.00 

2.30 

0.30 

$349.74 

1.15 

0.15 

$174.87 

C 

6515015313576 

STAPLER  SKIN  SURG  35  STAPLE  6S 

PG 

2.00 

1.00 

31.11 

7.11 

$136.30 

15.56 

3.56 

$68.15 

A 

6515011673781 

SUTURE  ABS  1-0  18IN  GEN  SURG  VICRYL  TIES  12S 

PG 

1.00 

1.00 

0.20 

0.10 

$139.53 

0.20 

0.10 

$139.53 

C 

6515013110347 

SUTURE  ABS  2-0  361N  SURG  OB/GYN  SGL  ARMED  12S 

PG 

1.00 

0.43 

0.50 

0.20 

$128.00 

0.22 

0.09 

$55.20 

A 

6515014671604 

SUTURE  ABS  2-0  961N  SURG  STER  LOOP  PDS  12S 

PG 

1.00 

1.00 

0.45 

0.05 

$142.75 

0.45 

0.05 

$142.75 

C 

6515011535720 

SUTURE  ABS  CUTICULAR  SZ  2-0  27IN  ATRALOC  3S 

DZ 

2.00 

1.00 

0.66 

0.40 

$56.62 

0.33 

0.20 

$28.31 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +11D-1 1 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 
FDE  qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post-FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  361N  ATRALOC  NDL  3S 

PG 

1.00 

1.00 

0.60 

0.20 

$33.75 

0.60 

0.20 

$33.75 

A 

6515011535721 

SUTURE  ABS  SGL  ARM  RND  SZ  0  VIOLET  36IN  36S 

PG 

1.00 

1.00 

0.30 

0.20 

$133.74 

0.30 

0.20 

$133.74 

A 

6515014975049 

SUTURE  ABS  SURG  CHROM  CUT  27MM  PT  12S 

PG 

1.00 

1.00 

0.22 

0.08 

$611.69 

0.22 

0.08 

$611.69 

A 

6515010619871 

SUTURE  ABS  SZ  3-0  30IN  NDL  SH  B3  Vi  12S 

PG 

1.00 

1.00 

0.20 

0.20 

$87.12 

0.20 

0.20 

$87.12 

A 

6515012356078 

SUTURE  NONAB  CARDIO  SGL  1/2CIR  SZ  3-0  30IN  3S 

PG 

1.00 

1.00 

0.10 

0.10 

$27.26 

0.10 

0.10 

$27.26 

A 

6515013274840 

SUTURE  NONAB  SURG  RETENT  SZ  5  DBL  ARM  2S 

PG 

1.00 

1.00 

0.24 

0.20 

$137.12 

0.24 

0.20 

$137.12 

A 

6515007639605 

SUTURE  NONAB  SURG4-0  UNARSLK  BR  BLK  2.5FT  36S 

PG 

1.00 

1.00 

0.31 

0.20 

$114.54 

0.31 

0.20 

$114.54 

A 

6515012252025 

SUTURE  NONABS  1-0  30IN  SURG  CUTI  NDL  MONO  36S 

PG 

1.00 

1.00 

0.50 

0.20 

$14.78 

0.50 

0.20 

$14.78 

A 

6515014800423 

SUTURE  NONABS  1-0  30IN  SURGICAL  SILK  36S 

PG 

1.00 

1.00 

0.01 

0.01 

$76.64 

0.01 

0.01 

$76.64 

A 

6515010758288 

SUTURE  NONABS  2-0  30IN  SURG  UNARM  SILK  36S 

PG 

1.00 

1.00 

0.50 

0.20 

$114.54 

0.50 

0.20 

$114.54 

A 

6515012525573 

SUTURE  NONABS  2-0  60IN  GEN  CLO  NDL  TP-1  12S 

PG 

1.00 

1.00 

0.14 

0.10 

$60.15 

0.14 

0.10 

$60.15 

E 

6515004330419 

SUTURE  NONABS  3-0  12  2.50IN  SILK  BLACK  12S 

DZ 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.54 

0.07 

$117.05 

D 

6515002385035 

SUTURE  NONABS  3-0  18IN  SURG  UNARM  SILK  36S 

PG 

1.00 

1.00 

0.46 

0.12 

$44.93 

0.46 

0.12 

$44.93 

A 

6515007638483 

SUTURE  NONABS  3-0  30IN  SURG  UNARM  SILK  36S 

PG 

1.00 

1.00 

0.38 

0.10 

$34.47 

0.38 

0.10 

$34.47 

C 

6515002867038 

SUTURE  NONABS  5-0  36IN  CARDIO  DBL  ARM  36S 

PG 

1.00 

0.31 

0.78 

0.60 

$218.33 

0.25 

0.19 

$68.74 

A 

6515007260583 

SUTURE  NONABS  CARDIO  SZ  2-0  1  2.5FT  STRND  12S 

DZ 

1.00 

1.00 

0.11 

1.00 

$115.70 

0.11 

1.00 

$115.70 

A 

6515007260578 

SUTURE  NONABS  CARDIO  SZ  4-0  1  2.5FT  STRND  12S 

DZ 

1.00 

1.00 

0.60 

0.10 

$18.90 

0.60 

0.10 

$18.90 

A 

6515014238477 

SUTURE  NONABS  CARDIOVASCULAR  SZ5  30IN  12S 

PG 

1.00 

1.00 

0.20 

0.20 

$129.53 

0.20 

0.20 

$129.53 

A 

6515010544267 

SUTURE  NONABS  SURG  2-0  CUTIC  3/8  18IN  36S 

PG 

1.00 

1.00 

0.39 

0.20 

$111.51 

0.39 

0.20 

$111.51 

A 

6515011221673 

SUTURE  NONABS  SZ  0  SGL  ARM  B3  !4  CIR  30IN  3S 

PG 

1.00 

1.00 

0.24 

0.10 

$118.29 

0.24 

0.10 

$118.29 

A 

6515004330420 

SUTURE  NONABS  SZ  2-0  12  2.50FT  STRANDS  SLK  BR 

PG 

1.00 

1.00 

0.48 

0.02 

$109.04 

0.48 

0.02 

$109.04 

D 

6515014123101 

SYRINGE  HYPODERMIC  20CC  25  S 

PG 

3.00 

0.00 

5.25 

3.00 

$60.93 

0.00 

0.00 

$0.00 

C 

6515011562832 

TUBE  DRAINAGE  SUCTION  133MM  STER  100CM  10S 

PG 

2.00 

1.00 

2.00 

1.00 

$741.00 

1.00 

0.50 

$370.50 

E 

6515015117035 

TUBE  SURG  SUCTION  72IN  PLAS  UW  6515014609174 

EA 

0.00 

6.00 

0.00 

0.00 

$0.00 

6.00 

0.12 

$30.24 

D 

6515011040043 

TUBING  SURG  72IN.X187IN  ID  FEM/MAL  50S 

PG 

2.00 

0.00 

0.32 

0.72 

$144.90 

0.00 

0.00 

$0.00 

A 

6515014997307 

WATERTRAP  SIDESTREAM  C02  PROPAQ  10S 

EA 

1.00 

1.00 

1.15 

0.15 

$12.20 

1.15 

0.15 

$12.20 

Durables 

C 

6530014588301 

BASIN  7QT  STERILIZABLE  PLAS  FITS  STAND  12S 

PG 

2.00 

1.00 

0.70 

0.24 

$185.76 

0.35 

0.12 

$92.88 

D 

6515011682595 

PEN  SKIN  MARKER  SURGICAL  TYPE  STERILE  VIOLET 

PG 

1.00 

0.00 

0.25 

0.20 

$17.70 

0.00 

0.00 

$0.00 

E 

6515011536495 

PEN  SKIN  MARKING  SURG  PLAS  DISP  10S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.50 

0.20 

$46.80 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  E-l 


Appendix  E  Central  Sterile  Supply  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 
FDE  wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6530014212969 

BASKET  STERILIZATION  INSTR  MID  SIZE 

17X1 1X4  IN 

EA 

1.00 

1.00 

1.10 

0.42 

$73.49 

1.10 

0.42 

$73.49 

A 

6530014212968 

BASKET  STERILIZATION  RIGID  ORES  MID  SIZE 

17X1 

EA 

5.00 

5.00 

10.00 

0.13 

$531.40 

10.00 

0.13 

$531.40 

A 

6530014212971 

BASKET  STERILIZATION  SURG  INSTR  9X5X2IN 

EA 

6.00 

6.00 

16.44 

3.00 

$462.54 

16.44 

3.00 

$462.54 

A 

6530012447994 

BASKET  TRAY  INSTRUMENT  SS  WIRE  2  HANDLES 
14IN 

EA 

1.00 

1.00 

3.25 

0.02 

$480.68 

3.25 

0.02 

$480.68 

A 

3920014792072 

CART  GENERAL  HAULING  36INX18INX38.5IN 

EA 

4.00 

4.00 

220.00 

56.00 

$1,365.20 

220.00 

56.00 

$1,365.20 

A 

6530014210847 

CASE  STERILIZATION  10X7IN  RIGID  MINI-SIZE 

EA 

2.00 

2.00 

16.00 

0.80 

$311.20 

16.00 

0.80 

$311.20 

A 

6530014284266 

CASE  STERILIZATION  HALF  SIZE  1 IX  12X  6IN 

EA 

1.00 

1.00 

6.67 

0.50 

$306.63 

6.67 

0.50 

$306.63 

A 

6530014287085 

CASE  STERILIZATION  RIGID  MID-SIZE  19X12X6IN 

EA 

5.00 

5.00 

226.80 

28.48 

$2,505.00 

226.80 

28.48 

$2,505.00 

A 

7910015040533 

CLEANER  VACUUM  ELECTRIC  WET/DRY  HEPA 
FILTER 

EA 

1.00 

1.00 

6.75 

0.38 

$431.13 

6.75 

0.38 

$431.13 

A 

6530012594318 

COVER  SURGICAL  INSTRUMENT  STAND 

POLYESTER  301 

PG 

4.00 

4.00 

50.00 

8.04 

$297.92 

50.00 

8.04 

$297.92 

A 

7125014810501 

FILING  CABINET  SPECIAL  17X12X15IN  COMB 

LOCK 

EA 

1.00 

1.00 

40.00 

4.00 

$438.00 

40.00 

4.00 

$438.00 

A 

6640014462597 

INCUBATOR  BIOLOGICAL 

EA 

1.00 

1.00 

5.00 

0.88 

$645.00 

5.00 

0.88 

$645.00 

A 

6530011398074 

RACK  INSTRUMENT  STERILE  WEINSTEIN  12X2.75 

IN 

EA 

4.00 

4.00 

12.00 

2.00 

$354.84 

12.00 

2.00 

$354.84 

A 

6530011398958 

RACK  OSTEOTO  STERILIZATION  LAMBOT  12  INST 
CAP 

EA 

1.00 

1.00 

0.01 

0.00 

$792.72 

0.01 

0.00 

$792.72 

A 

3540012045393 

SEALING  MACHINE  ELECT  1 15-230V  50-60HZ  AC 

EA 

1.00 

1.00 

22.00 

2.00 

$3,293.89 

22.00 

2.00 

$3,293.89 

A 

6532009143071 

SHIRT  OPER  SURG  MENS  XL  PULLOVER 

GRN/GRAY 

EA 

10.00 

10.00 

5.70 

0.37 

$63.40 

5.70 

0.37 

$63.40 

A 

6532009143598 

SHIRT  OPER  SURG  MENS/  LARGE 

EA 

10.00 

10.00 

5.40 

0.37 

$58.10 

5.40 

0.37 

$58.10 

A 

6520014565380 

SINK  FIELD  19X19X15”  115/230V  50/60  HZ  AC 

EA 

1.00 

1.00 

45.00 

3.13 

$4,602.00 

45.00 

3.13 

$4,602.00 

A 

6530009262151 

STERILIZER  SURG  16X361N  STEAM  AUTOCLAV 

EA 

1.00 

1.00 

427.00 

33.40 

$35,000.00 

427.00 

33.40 

$35,000.00 

F 

6530015414764 

STERILIZER  WATER  RECOVER  SYS  10  GAL  2151KIT 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

50.00 

5.00 

$20,886.75 

A 

6530012408732 

TRAY  INSTRUMENT  SS  RECTANGULAR  10.25X6.5IN 

EA 

1.00 

1.00 

8.00 

1.00 

$814.22 

8.00 

1.00 

$814.22 

A 

6530015311740 

TRAY  STER  W/LID  FOR  SOAKING  INST 

EA 

1.00 

1.00 

2.00 

0.76 

$398.30 

2.00 

0.76 

$398.30 

A 

6530014866556 

TRAY  STER  2.75IN  13.125IN  22.1251N  STEAM 

EA 

2.00 

2.00 

46.00 

1.00 

$3,084.00 

46.00 

1.00 

$3,084.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  E-2 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 
FDE  wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6530014866573 

TRAY  STER  3.675IN  13.125INDP  22.125INHT 

EA 

2.00 

2.00 

33.00 

1.00 

$3,285.00 

33.00 

1.00 

$3,285.00 

A 

6532002999628 

TROUSERS  OPERATING  SURG  LG  GRN/GRAY 

EA 

5.00 

5.00 

3.50 

0.19 

$66.40 

3.50 

0.19 

$66.40 

A 

6532002999630 

TROUSERS  OPERATING  SURG  MED  GRN/GRAY 

EA 

5.00 

5.00 

3.25 

0.19 

$66.40 

3.25 

0.19 

$66.40 

A 

6530015124008 

WRAPPER  STERILIZATION  36X36IN  BLUE  250S 

PG 

1.00 

1.00 

0.55 

0.12 

$114.35 

0.55 

0.12 

$114.35 

A 

6530012460156 

WRAPPER  STERILIZATION  54X54IN  CTN  GREEN  6S 

PG 

16.00 

16.00 

146.88 

9.60 

$1,552.80 

146.88 

9.60 

$1,552.80 

D 

6530012442776 

WRAPPER  STERILIZATION  COTTON  24X24IN 

GREEN  6S 

EA 

15.00 

0.00 

29.70 

1.53 

$424.50 

0.00 

0.00 

$0.00 

D 

6530012449946 

WRAPPER  STERILIZATION  CTN  36X36  INCH  GREEN 

EA 

6.00 

0.00 

26.28 

1.51 

$297.60 

0.00 

0.00 

$0.00 

E 

6530015601021 

WRAPPER  STERILIZATION  POLYPR  GRN  36X36IN 
150S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.00 

18.00 

$179.00 

E 

6530014588305 

WRAPPER  STERILIZATION  POLYPR  ONE  STEP 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

20.00 

2.00 

$76.32 

Consumables 

A 

6640014806196 

ARROWS  TAMPER-EVIDE  STREAM  WHITE  1000S 

PG 

1.00 

1.00 

1.15 

0.15 

$158.49 

1.15 

0.15 

$158.49 

A 

6530013702241 

CARD  INDICATING  STER1LZ  TIME/DATE  500S 

PG 

1.00 

1.00 

1.00 

0.01 

$35.60 

1.00 

0.01 

$35.60 

A 

6530011511807 

ENVELOPE  STERILIZATION  SELF-SEAL  10X5.25 

500S 

PG 

1.00 

1.00 

5.30 

0.27 

$71.70 

5.30 

0.27 

$71.70 

A 

6530011690244 

ENVELOPE  STERILIZATION  SELF-SEAL  15X12IN 

400S 

PG 

1.00 

1.00 

37.82 

1.58 

$179.73 

37.82 

1.58 

$179.73 

F 

6530014440753 

FILTER  STERILIZATION  CONTAINER  9X6IN  1000S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.25 

0.25 

$35.20 

E 

6515015196343 

GLOVE  SURG  LATEX  PWDRFREE  SZ  7  STER  50S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.00 

0.13 

$142.49 

E 

6515015196348 

GLOVE  SURG  LATEX  PWDRFREE  SZ  7.5  GAUNT  50S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.00 

0.13 

$142.49 

E 

6515015196347 

GLOVE  SURG  LATEX  &  POWDER  FREE  8  STER  50S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.00 

0.13 

$142.49 

D 

6515014700739 

GLOVES  SURG  12IN  SZ8  PREPOWDERED  STER40PR 

PG 

1.00 

0.00 

0.55 

0.12 

$7.00 

0.00 

0.00 

$0.00 

D 

6515012066001 

GLOVES  SURG  GEN  SZ  8  CRVD  FINGER  PREPWDR 
200S 

PG 

1.00 

0.00 

5.00 

1.00 

$81.00 

0.00 

0.00 

$0.00 

D 

6515011498840 

GLOVES  SURG  SZ  7  RUBBER  50S 

PG 

1.00 

0.00 

2.00 

0.55 

$12.33 

0.00 

0.00 

$0.00 

A 

6530014461643 

INDICATOR  STERILIZER  100S 

PG 

1.00 

1.00 

15.00 

1.66 

$259.91 

15.00 

1.66 

$259.91 

A 

6640013785773 

PAPER  FILTER  F/USE  WITH  RIGID  STERILIZATION 
CONTAINER  SYS  1000S 

PG 

1.00 

1.00 

1.00 

0.01 

$44.60 

1.00 

0.01 

$44.60 

D 

6515013215609 

PAPER  MEDICAL  RECORDING  25MRX58MM  1.875IN 
5S 

PG 

1.00 

0.00 

1.00 

0.20 

$75.51 

0.00 

0.00 

$0.00 

D 

6505013154762 

POVIDONE-IODINE  TOPICAL  SOL  10%  32FL  OZ  12S 

PG 

1.00 

0.00 

2.00 

2.00 

$77.48 

0.00 

0.00 

$0.00 

A 

6532004056009 

SURGICAL  PACK  GOWN  &  TOWEL  LG  28  S 

PG 

1.00 

1.00 

17.00 

2.13 

$119.54 

17.00 

2.13 

$119.54 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-3 


Appendix  F  Ward  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6530015123106 

BAG  HOT  WATER-ICE  2QT  CAPACITY 

EA 

1.00 

1.00 

1.00 

0.25 

$4.95 

1.00 

0.25 

$4.95 

A 

6515015003443 

BAG  MED  SUPP  BLUE  21INX10INX13.5IN 
WATERPROOF 

EA 

1.00 

1.00 

3.20 

1.80 

$123.38 

3.20 

1.80 

$123.38 

A 

6530013256590 

BED  ADJ  ATTENDANT  OPERATED  W/O 
MATRESS 

EA 

6.00 

6.00 

330.00 

22.80 

$2,799.18 

330.00 

22.80 

$2,799.18 

A 

6350014806192 

BELL  CALL  3.3751N  CLEAR  TONE 

EA 

2.00 

2.00 

0.22 

0.12 

$15.96 

0.22 

0.12 

$15.96 

A 

7210007157985 

BLANKET  BED  90X66IN  SOLID  WOOL 
OLIVE/GREEN 

EA 

15.00 

15.00 

70.05 

5.40 

$650.10 

70.05 

5.40 

$650.10 

A 

7210001395779 

BLANKET  BED  COTTON  THERMAL  WHITE 
66X90  IS 

EA 

10.00 

10.00 

33.7 

5.70 

$78.10 

33.70 

5.70 

$78.10 

A 

6530014602567 

BOARD  CARIO-PULMONA  CONTOURED 
RECESSED  HANDLE 

EA 

1.00 

1.00 

1.25 

0.02 

$94.02 

1.25 

0.02 

$94.02 

A 

7.92001E+12 

BRUSH  SANITARY  141N  CRIMPED  NYLON 

EA 

1.00 

1.00 

0.67 

0.17 

$2.84 

0.67 

0.17 

$2.84 

A 

6530011633761 

CABINET  MEDICINE  BASE  SECTION 

23X18X37  FLOOR 

EA 

2.00 

2.00 

390.00 

16.00 

$3,747.22 

390.00 

16.00 

$3,747.22 

A 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER 

SECTION 

EA 

1.00 

1.00 

170.00 

8.00 

$1,244.44 

170.00 

8.00 

$1,244.44 

A 

6515014788996 

CABLE  DEFIBRILLA  QUICK  COMBO  CABLE 
LIFEPAK  12 

EA 

1.00 

1.00 

2.25 

0.01 

$334.50 

2.25 

0.13 

$334.50 

A 

6515014808563 

CABLES  MONITOR  PRES  PX-1800  PRES 

EA 

6.00 

6.00 

19.50 

1.50 

$1,480.50 

19.50 

1.50 

$1,480.50 

D 

7420011828535 

CALCULATOR  ELECTRONIC  SOLAR  CELL  8 
DIGIT  LIQ 

EA 

1.00 

0.00 

1.15 

0.15 

$12.63 

0.00 

0.00 

0.00 

A 

7240000893827 

CAN  WATER  MILITARY  PLAS  COLOR  IS  5 
GALLON 

EA 

1.00 

1.00 

5.00 

2.00 

$12.02 

5.00 

2.00 

$12.02 

A 

6530012207186 

CARRIER  LITTER  WHEELED  ATTENDANT- 
OPERATED 

EA 

1.00 

1.00 

50.00 

8.90 

$486.56 

50.00 

8.90 

$486.56 

A 

6515014806166 

CASE  CARRYING  BASIC  SHOULDER  STRAP 

EA 

1.00 

1.00 

1.20 

0.28 

$375.00 

1.2 

0.28 

$375.00 

A 

6545015029045 

CASE  MEDICAL  INSTRUM&SUPPLY  SET 
20X20X19. 5IN 

EA 

1.00 

1.00 

1.00 

1.00 

$777.00 

1.00 

1.00 

$777.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-4 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6545015029166 

CASE  MEDICAL  1NSTRUM&SUPPLY  SET 
23X23X20IN 

EA 

1.00 

1.00 

1.00 

1.00 

$807.00 

1.00 

1.00 

$807.00 

A 

6545015029073 

CASE  MEDICAL  IN STRUMENT&SUPPLY  SET 
21X17X20IN 

EA 

1.00 

1.00 

1.00 

1.00 

$727.50 

1.00 

1.00 

$727.50 

A 

7105002698463 

CHAIR  FOLDING  W/O  ARMS  STEEL  GRAY 
ENAMEL 

EA 

3.00 

3.00 

15.00 

3.00 

$38.73 

15.00 

3.00 

$38.73 

A 

6532000811804 

COAT  MENS  PAJAMA  COLLARLESS 

COTTON  LRG  BLUE 

EA 

10.00 

10.00 

5.00 

0.46 

$118.60 

5.00 

0.46 

$118.60 

A 

6532000811802 

COAT  MENS  PAJAMA  COLLARLESS 

COTTON  MED  BLUE 

EA 

10.00 

10.00 

5.00 

0.46 

$112.10 

5.00 

0.46 

$112.10 

A 

4510015040022 

COMMODE  FIELD  FOLDING  250LBS  CAP 
18.5IN-22.5 

EA 

1.00 

1.00 

12.00 

3.00 

$206.03 

12.00 

3.00 

$206.03 

A 

8340012114774 

CURTAIN  MODESTY  FIRE  RESIST 

HOOK&PILE  FASTEN 

EA 

10.00 

10.00 

11.50 

1.50 

$1,236.00 

11.50 

1.50 

$1,236.00 

A 

6515015291390 

DEFIBRILLATOR/MONITOR-RECORDER 

SYSTEM 

EA 

1.00 

1.00 

25.00 

7.55 

$23,376.75 

25.00 

7.55 

$23,376.75 

A 

7110015025826 

DESK  FIELD  21X30.750X28.5IN  PTBL 

W/CHAIR 

EA 

1.00 

1.00 

90.00 

10.00 

$688.00 

90.00 

10.00 

$688.00 

A 

7520014244867 

EASEL  ADJ  PLAS  MELAMINEBOARD  WHITE 
27-361N 

EA 

1.00 

1.00 

24.00 

5.50 

$141.62 

24.00 

5.50 

$141.62 

A 

6515014788994 

ELECTRODE  DEFIBRILLATOR  LIFEPAK  12 

EA 

1.00 

1.00 

1.15 

0.15 

$58.50 

1.15 

0.15 

$58.50 

A 

6515003343800 

FORCEPS  HEMO  KELLY  5.25-5.75IN  SLIGHT 
CURV 

EA 

2.00 

2.00 

0.30 

0.20 

$54.46 

0.30 

0.20 

$54.46 

D 

7240008808878 

FRAME  CLOTH  BASKET  FOLDING  HINGED 

EA 

1.00 

0.00 

20.00 

7.35 

$60.11 

0.00 

0.00 

$0.00 

E 

7240015648659 

FRAME  CLOTH  BASKET  FOLDING  HOLDS 

1 8”,22”,25”WIDTH  BAG 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

6.00 

1.00 

$162.01 

A 

6532012460145 

GOWN  HOSPITAL  FULL  LG  CTN/POLY  UNIV 
SIZE  12S 

PG 

1.00 

1.00 

0.01 

0.01 

$84.00 

0.01 

0.01 

$84.00 

E 

6515015590741 

HOLDER  INJECTOR  SYRINGE  PLASTIC 
REUSABLE  FULL-LENGTH 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.06 

0.03 

$0.12 

A 

7330014492319 

JUG  INSULATED  5  GALLON  ORANGE 

EA 

1.00 

1.00 

2.00 

0.75 

$28.62 

2.00 

0.75 

$28.62 

D 

6530001373016 

MATTRESS  LITTER  72X23X2IN  PLAS  COVER 

EA 

6.00 

0.00 

39.60 

10.44 

$161.64 

0.00 

0.00 

$0.00 

E 

6530015480262 

MATTRESS  LITTER  F/AEROMEDICAL 

PATIENT  TRANSFER 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.00 

1.79 

$265.00 

A 

7330002645368 

MEASURE  LIQUID 

EA 

1.00 

1.00 

1.00 

0.1 

$11.23 

1.00 

0.1 

$11.23 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-5 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6515014322711 

MONITOR  PATIENT  VITAL  SIGNS: 

EA 

1.00 

1.00 

10.00 

1.00 

$22,536.86 

10.00 

1.00 

$22,536.86 

A 

7330002722591 

OPENER  CAN  HAND  HOUSEHOLD 

EA 

1.00 

1.00 

1.00 

0.1 

$4.52 

1.00 

0.1 

$4.52 

A 

7310010260112 

OVEN  MICROWAVE 

EA 

1.00 

1.00 

10.00 

1.13 

$149.34 

10.00 

1.13 

$149.34 

A 

6515014585970 

PADDLES  DEFIB  EXT  STD  HARD  PADDLES 
1PAIR 

PR 

1.00 

1.00 

0.55 

0.12 

$5,970 

0.55 

0.12 

$597.00 

A 

7210002998520 

PILLOW  PNEUMATIC  COTTON  SHEETING 
RUBBER 

EA 

15.00 

15.00 

12.45 

0.45 

$39.30 

12.45 

0.45 

$39.30 

A 

7210001197357 

PILLOWCASE  COTTON-POLYESTER  WHITE 

EA 

25.00 

25.00 

10.00 

0.45 

$95.00 

10.00 

0.45 

$95.00 

A 

6515014806177 

POUCH  BACK  LARGE  USE  WITH  6515-01-480- 
6166 

EA 

1.00 

1.00 

1.20 

0.28 

$117.00 

1.20 

0.28 

$117.00 

A 

6515014806175 

POUCH  LEFT  USE  WITH  6515-01-480-6166 

EA 

1.00 

1.00 

1.20 

0.28 

$139.50 

1.20 

0.28 

$139.5.00 

F 

6530015733224 

PUMP  EXTREMITY  SCD  100-240V  50/60HZ 
LITHIUM  I 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

4.00 

1.00 

$3,200.00 

A 

6515014864310 

PUMP  IV  INFUSION  3-CHANNEL  BATT/AC 

EA 

1.00 

1.00 

4.90 

0.37 

$5,768.90 

4.90 

0.37 

$5,768.90 

E 

4110015254061 

REFRIGERATOR  FREEZER  MANUAL 

DEFROST  GP  10  CU  FT  120V  60HTZ 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

100 

13.50 

2461.85 

D 

4110015004254 

REFRIGERATOR-FREEZER  EXP  PROOF 
ISOTEMP  1 1CF 

EA 

1.00 

0.00 

125.00 

12.00 

$3,544.30 

0.00 

0.00 

$0.00 

E 

6530015615453 

RESTRAINT  SET  WRIST  AND  ANKLE 

SE 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.00 

0.12 

$115.20 

F 

6532015649993 

ROBE  DRESSING  SEERSUCKER  WRAP 
AROUND  TIE  HEAVY  WT.  1  DOZ 

DZ 

0.00 

1.00 

0.00 

0.00 

$0.00 

10.00 

1.00 

$169.49 

D 

6532010988345 

ROBE  LONG  SEERSUCKER  BLUE/WHITE 

CTN  LARGE 

EA 

3.00 

0.00 

3.21 

0.23 

$64.92 

0.00 

0.00 

$0.00 

A 

6515009357138 

SCISSOR  BANDAGE  ANGLED  7.25IN 

EA 

1.00 

1.00 

0.25 

0.12 

$12.79 

0.25 

0.12 

$12.79 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  7IN 

EA 

4.00 

4.00 

0.84 

0.40 

$48.16 

0.84 

0.40 

$48.16 

A 

6515014803541 

SENSOR  OXYGMONIT  ADULT  USE  WITH 

LIFE  PAK  12 

EA 

1.00 

1.00 

0.01 

0.06 

$375.00 

0.01 

0.06 

$375.00 

A 

7520001626178 

SHARPENER  PENCIL  MACH 

EA 

1.00 

1.00 

0.10 

0.01 

$11.09 

0.10 

0.01 

$11.09 

A 

7210000811417 

SHEET  BED  CTN-POLYESTER  WHITE 

104X72IN  IS 

EA 

25.00 

25.00 

37.50 

7.03 

$286.50 

37.50 

7.03 

$286.50 

A 

7125NCM990870 

SHELVING  MOBILE  WIRE  COATED  BLACK 

18 

SE 

1.00 

1.00 

10.00 

1.00 

$116.00 

10.00 

1.00 

$116.00 

A 

6520014565380 

SINK  FIELD  19X19X15”  115/230V  50/60  HZ  AC 

EA 

1.00 

1.00 

45.00 

3.13 

$4,602.00 

45.00 

3.13 

$4,602.00 

F 

6515015649742 

SLEEVE  WRAP-AROUND  PNEUMATIC  DISP 
NONSTER  SZ  MED  PG  OF  5S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.85 

0.12 

$338.80 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-6 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

F 

6515015649738 

SLEEVE  WRAP-AROUND  PNEUMATIC  DISP 
NONSTER  SZ-MED  PG  OF  5S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.00 

0.02 

$259.16 

F 

6515015651321 

SLEEVE  WRAP-AROUND  PNEUMATIC  LG 
DISP/ADJ  KNEE  LENGTH 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.85 

0.12 

$338.80 

F 

6515015649726 

SLEEVE  WRAP-AROUND  PNEUMATIC  NON¬ 
STER  ADJ  CLOSURE  LG  3S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.00 

0.02 

$185.75 

F 

6515015651340 

SLEEVE  WRAP-AROUND  PNEUMATIC  SM 
DISP/ADJ  THIGH  LENGTH 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.00 

1.00 

$247.29 

A 

6515010394884 

SPHYGMOMANOMETER  ANEROID  300MM 

EA 

4.00 

4.00 

3.84 

0.40 

$63.00 

3.84 

0.40 

$63.00 

F 

7340002051421 

SPOON  FOOD  SERVICE  CRS  SLOTTED  15.25” 
LONG 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.80 

0.24 

$2.36 

A 

6530011310051 

STAND  IV  IRRIGATION  CONTAINER  1091N 

EA 

2.00 

2.00 

52.00 

19.2 

$387.00 

52.00 

19.2 

$387.00 

D 

6515009354088 

STETHOSCOPE  ADL  24IN  TWO  POSN  VALVE 

EA 

4.00 

0.00 

2.80 

1.2 

$108.32 

0.00 

0.00 

$0.00 

E 

6515013146694 

STETHOSCOPE  LITTMAN  CLASSIC  II  28IN 
BELL-DIAPHRAGM 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.86 

0.25 

$49.41 

A 

6515015316051 

SUCTION  APPARATUS  SURG  BAT  1 1-30V/AC 

EA 

1.00 

1.00 

12.00 

5.56 

$2,210.00 

12.00 

5.56 

$2,210.00 

A 

6530007089060 

TABLE  BEDSIDE  METAL  FOLDING  LEGS 
COLLAPSIBLE 

EA 

5.00 

5.00 

100.00 

4.17 

$5,062.50 

100.00 

4.17 

$5,062.50 

A 

7105007271091 

TABLE  FOLDING  GP  72X30X30IN 

EA 

1.00 

1.00 

17.00 

2.52 

$218.77 

17.00 

2.52 

$218.77 

A 

6515014696151 

THERMOMETERTYMPANIC  TEMP  GENIUS 
MODEL  3000A 

EA 

1.00 

1.00 

1.15 

0.15 

$712.50 

1.15 

0.15 

$712.50 

A 

7210012860983 

TOWEL  BATH  COT-POLY  &  TERRY  CLOTH 
48X24IN 

EA 

10.00 

10.00 

7.00 

0.01 

$35.00 

7.00 

0.01 

$35.00 

A 

6640009821294 

TRAY  PHLEBOTOMY  PORT  W/HANDLE 

14X1 1X2  IN 

EA 

1.00 

1.00 

3.50 

0.42 

$79.32 

3.50 

0.42 

$79.32 

A 

6532000811680 

TROUSERS  MENS  PAJAMA  COTTON/POLY 

LG  GREEN 

EA 

10.00 

10.00 

6.20 

0.51 

$134.20 

6.20 

0.51 

$134.20 

A 

6532000811666 

TROUSERS  MENS  PAJAMA  COTTON/POLY 
MED  GREEN 

EA 

10.00 

10.00 

25.60 

1.54 

$117.00 

25.60 

1.54 

$117.00 

F 

6515015651389 

TUBING  COMPRESSION  SYSTEM  7  INCH 
WORKS  W/SCD  EXPR  SY 

SE 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.00 

1.00 

$45.00 

D 

5820NCM990702 

TV/VCR  COMB  20 

EA 

1.00 

0.00 

0.01 

5.00 

$339.00 

0.00 

0.00 

$0.00 

A 

7240009654426 

WASTE  RECEPTACLE 

EA 

1.00 

1.00 

1.00 

1.00 

$12.78 

1.00 

1.00 

$12.78 

F 

6515015593946 

WOUND  THERAPY  SYSTEM  W/CASE  NEG 
PRESSURE  12  HRS  BTRY-LIFE 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

3.20 

0.10 

$22,500.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-7 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

Medications 

B 

6505014621926 

DEXTROSE  1NJ  5%  50  ML  96S 

PG 

1.00 

2.00 

18.00 

2.00 

$197.27 

36.00 

4.00 

$394.54 

A 

6505014623025 

RINGER’S  1NJ  LACTATED  1000ML  14S 

PG 

1.00 

1.00 

29.84 

3.00 

$23.69 

29.84 

3.00 

$23.69 

A 

6505013308924 

SOD  CHLOR INJ  0.9%  100ML  BAG  64S 

PG 

1.00 

1.00 

13.00 

2.00 

$85.44 

13.00 

2.00 

$85.44 

B 

6505013308926 

SOD  CHLOR  IRRIGATION  0.9%  1000ML  16S 

PG 

1.00 

2.00 

33.00 

3.00 

$24.48 

66.00 

6.00 

$48.96 

Consumables 

B 

6510011534574 

APPLICATOR  POVIDONE  IODINE  IMPREG 
STER25S 

PG 

1.00 

2.00 

1.00 

0.60 

$8.67 

2.00 

1.20 

$17.34 

A 

8415002228074 

APRON  PLAS  WHITE  POLYETHYLENE  BIB 
STYLE  100S 

PG 

1.00 

1.00 

3.50 

0.02 

$12.46 

3.50 

0.02 

$12.46 

E 

6530003758956 

BAND  ID  ADLT  PATIENT  PLAS  DIS  12IN 
W/INSERT  CARD  500S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

4.44 

0.25 

$217.50 

D 

6530001047631 

BAND  PERSONNEL  ID  ADULT  PATIENT  400S 

PG 

1.00 

0.00 

4.67 

0.38 

$75.00 

0.00 

0.00 

$0.00 

A 

6530011161051 

BEDPAN  DISP  PLAS  RECT  12.5X9.25X3 IN  50S 

PG 

1.00 

1.00 

19.50 

5.00 

$35.41 

19.50 

5.00 

$35.41 

A 

6515015178085 

CANISTER  SUCTION  1200ML  PLAS  SURG 

DISP  12S 

PG 

1.00 

1.00 

1.30 

0.50 

$68.85 

1.30 

0.50 

$68.85 

A 

6515004588416 

CATH  &  CONN  SUCT  TRACH  18FR  WHISTLE 
TIP  50S 

1.00 

1.00 

5.00 

0.77 

$21.60 

5.00 

0.77 

$21.60 

B 

6515001490104 

CATH  KIT  URETHRAL  16FR 

EA 

2.00 

3.00 

1.38 

0.27 

$69.56 

2.07 

0.41 

$104.34 

C 

6515015223577 

CATH  KIT  URETHRAL  18FR  10S 

PG 

2.00 

1.00 

5.00 

0.08 

$140.00 

2.50 

4.00 

$70.00 

A 

6515010988357 

CATHETER  URETHRAL  FOLEY  20FR  RD  TIP 
12S 

PG 

1.00 

1.00 

2.00 

0.27 

$38.40 

2.00 

0.27 

$38.40 

D 

6515015214657 

CONNECTOR  SALINE  LOCK  100S 

PG 

1.00 

0.00 

0.40 

0.50 

$176.00 

0.00 

0.00 

$0.00 

A 

7350009886498 

CUP  DISPOSABLE  ROUND  80Z  PAPER 

WHITE  1000S 

BX 

1.00 

1.00 

0.10 

0.01 

$42.24 

0.10 

0.01 

$42.24 

A 

6530000000070 

CUP  MEDICINE  PLAS  1  OZ  POLYPROPOLENE 
5000S 

PG 

1.00 

1.00 

25.00 

1.50 

$25.25 

25.00 

1.50 

$25.25 

B 

6515003245500 

DEPRESSOR  TONGUE  6X0.75X0.062IN 
STRAIGHT  100S 

PG 

1.00 

6.00 

0.67 

0.10 

$3.08 

4.02 

0.60 

$18.48 

C 

6515012672728 

ELECTRODE  EKG  ADLT  PRE-GELL  3S 

PG 

7.00 

3.00 

14.00 

1.40 

$15.12 

0.60 

0.60 

$6.48 

A 

6530013598546 

EXERCISER  LUNG  THERAPY  INHAL  PLAS 

12S 

PG 

1.00 

1.00 

10.00 

1.00 

$36.63 

10.00 

1.00 

$36.63 

C 

6515015199173 

GLOVE  PATIENT  EXAM  SM  NON  STER 
PWDRFREE  100S 

PG 

10.00 

1.00 

10.00 

1.25 

$69.90 

1.00 

0.13 

$6.99 

A 

8520007823554 

HAND  CLEANER  INDIV  WRAP  2000 

PG 

1.00 

1.00 

1.50 

0.07 

$32.30 

1.50 

0.07 

$32.30 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-8 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6515015407674 

INTRAVENOUS  INJ  SET  20S 

PG 

1.00 

2.00 

0.06 

0.08 

$120.00 

0.11 

0.  15 

$240.00 

E 

6515001179021 

INTRAVENOUS  INJ  SET  VENT  15  DROPS 
PERML  78IN  STER  DISP  48S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

4.00 

2.00 

$150.39 

A 

6530008651950 

IRRIGATION  KIT  PATIENT  STER  500ML  20S 

PG 

1.00 

1.00 

12.00 

1.81 

$33.49 

12.00 

1.81 

$33.49 

B 

6520008902080 

KIT  PATIENT  PREV  DENTISTRY  KIT  ADLT 

20S 

PG 

1.00 

8.00 

6.00 

0.30 

$40.23 

48.00 

2.40 

$321.84 

A 

7530011728862 

LABEL  WHITE  1.75INX  2.75IN  1000S 

PG 

1.00 

1.00 

8.00 

0.35 

$27.38 

8.00 

0.35 

$27.38 

D 

6515007542834 

NEEDLE  HYPO  18GAX1.5IN  LUER  LOCK  100S 

PG 

1.00 

0.00 

0.66 

0.10 

$11.27 

0.00 

0.00 

$0.00 

A 

6515007542836 

NEEDLE  HYPO  20GA  1.438-1.5621N  LUER 

LOCK  100S 

PG 

1.00 

1.00 

0.76 

0.10 

$16.13 

0.76 

0.10 

$16.13 

E 

6515015261627 

NEEDLE  HYPODERMIC  22GAX  1-1/2” 

SAFETY  GLIDE  SHIELDING  50S 

PG 

0.00 

2.00 

0.00 

0.00 

$0.00 

2.44 

0.30 

$44.00 

E 

6515015261729 

NEEDLE  HYPODERMIC  SAFETY  18GAX 

1.500  50S 

PG 

0.00 

2.00 

0.00 

0.00 

$0.00 

0.50 

0.04 

$44.00 

A 

6530011190015 

PAD  BED  LINEN  PROTECT  NONWOVEN 

POLY  DISP  300S 

PG 

1.00 

1.00 

28.00 

2.00 

$24.74 

28.00 

2.00 

$24.74 

A 

6510005596130 

PAD  POST  SURGICAL  OBSTET  ABS  SUPER 
SIZE  288S 

1.00 

1.00 

0.62 

2.00 

$40.50 

0.62 

2.00 

$40.50 

C 

6515014788992 

PAPER  DEFIBRILLATOR  100MM  WIDE  2S 

RO 

3.00 

1.00 

9.00 

0.75 

$39.00 

3.00 

0.25 

$13.00 

A 

8540005303770 

PAPER  TOILET  11LBS/500  SHEETS  24X36  IN 

96S 

BX 

1.00 

1.00 

10.00 

3.00 

$61.82 

10.00 

3.00 

$61.82 

B 

7510002815234 

PENCIL  NONINDELIBLE  GRAPHITE  LEAD 

NO. 2  12S 

DZ 

1.00 

6.00 

0.10 

0.01 

$1.39 

0.60 

0.06 

$8.34 

A 

8315007877000 

PIN  SAFETY  BRASS  NICKEL  2IN  LG  SZ  3  720S 

BX 

1.00 

1.00 

0.19 

0.01 

$24.70 

0.19 

0.05 

$24.70 

C 

6510015309413 

SPONGE  SURG  2X2  2  PER  ENVELOPE  100S 

PG 

3.00 

1.00 

3.00 

3.00 

$15.99 

1.00 

1.00 

$5.33 

A 

6515008648864 

STOPCOCK  IV  3 -WAY  LUER  MALE  20-3  0IN 

50S 

PG 

1.00 

1.00 

2.00 

0.20 

$96.87 

2.00 

0.02 

$96.87 

A 

7350004441323 

STRAW  DRINKING  400S 

PG 

1.00 

1.00 

1.12 

0.22 

$3.09 

1.12 

0.22 

$3.09 

A 

6515009824206 

SYRINGE  HYPO  TUBERCULIN  1ML  LUER 

SLIP  100S 

PG 

1.00 

1.00 

1.90 

1.00 

$11.57 

1.90 

1.00 

$11.57 

A 

6515004627348 

SYRINGE  HYPODERMIC  3  ML  LUER  LOCK 

100S 

PG 

1.00 

1.00 

1.13 

0.17 

$12.45 

1.125 

0.17 

$12.45 

A 

6530012530292 

TAG  MEDICAL  WARNING  ALLERGIC 

YELLOW  11IN200S 

PG 

1.00 

1.00 

2.50 

0.04 

$56.00 

2.50 

0.04 

$56.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  F-9 


Status 

NSN 

Supply  description 

UI 

Pre- 

FDE 

qty 

Post- 

FDE 

qty 

Pre- 

FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

8540007935425 

TISSUE  FACIAL  2-PLY  36X24IN  WHITE 

100/BX  12S 

PG 

1.00 

1.00 

3.00 

2.00 

$8.66 

3.00 

2.00 

$8.66 

A 

6515013763726 

TUBE  FEEDING  SURG  NASAL  W/LUER 

TAPER  12FR  10S 

PG 

1.00 

1.00 

0.80 

0.30 

$291.35 

0.80 

0.30 

$291.35 

A 

6515011011948 

TUBING  SURG  FUNNEL  TAPER 
NONCONDUCTIV  100FT 

RO 

1.00 

1.00 

4.00 

1.00 

$25.50 

4.00 

1.00 

$25.50 

Durables 

A 

6530014619017 

BASIN  WASH  8  QUART  RECTANGULAR 
MAUVE  50S 

PG 

1.00 

1.00 

1.15 

0.15 

$34.91 

1.15 

0.15 

$34.91 

A 

6515015306660 

BATTERY  DEFIB-MONIT  RECORD 

SYST/65 150 1529 1390 

EA 

2.00 

2.00 

50.00 

17.10 

$550.00 

50.00 

17.10 

550.00 

A 

7520008337343 

FILE  WORK  ORGANIZER  W/BELLOW  COMP 

1 1X9IN 

EA 

2.00 

2.00 

4.50 

0.50 

$16.28 

4.50 

0.50 

$16.28 

A 

7520009044476 

MARKER  TUBE  TYPE  YELLOW  12S 

DZ 

1.00 

1.00 

0.10 

0.01 

$5.76 

0.10 

0.01 

$5.76 

A 

7520009357136 

PEN  BALL-POINT  BLACK  MED  POINT 
RETRACT  12S 

DZ 

1.00 

1.00 

0.36 

0.14 

$4.81 

0.36 

0.14 

$4.81 

A 

6530014617988 

URINAL  MALE  PATIENT  PLAS 

EA 

12.00 

12.00 

12.00 

0.12 

$9.12 

12.00 

0.12 

$9.12 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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Appendix  G  Critical  Care  Unit  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pr-  FDE 
weight 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

weight 

Post-FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6630015205212 

ANALYZER  BLOOD  GAS 
GLUCOSE  HANDHELD 

EA 

1.00 

1.00 

3.25 

0.75 

$11690.70 

3.25 

0.75 

$11,690.67 

A 

6515015549223 

CASE  CARRYING  IV  PUMP 

1000ML  W/6515015493588 

EA 

1.00 

1.00 

1.00 

0.10 

$72.16 

1.00 

0.10 

$72.16 

A 

6515015554099 

CASE  CARRYING  IV  PUMP 

500ML  W/6515015493588 

EA 

1.00 

1.00 

1.15 

0.21 

$58.10 

1.15 

0.21 

$58.10 

A 

6645010468848 

CLOCK  WALL  1.5V  DC  12  HOUR 
SWEEP  HAND  BLACK  B 

EA 

1.00 

1.00 

0.69 

0.151 

$16.82 

0.69 

0.15 

$16.82 

A 

6515015550067 

CORD  BOLUS  PUMP  IV 
W/6515015493588 

EA 

1.00 

1.00 

2.00 

0.10 

$73.00 

2.00 

0.10 

$73.00 

A 

7110015025826 

DESK  FIELD  21X30.750X28.5IN 
PTBL  W/CHAIR 

EA 

1.00 

1.00 

90.00 

10.00 

$688.00 

90.00 

10.00 

$688.00 

A 

6630014222095 

IN  FARED  LINK  CLINIC 
ANALYZER 

EA 

1.00 

1.00 

0.21 

0.02 

$323.91 

0.21 

0.015 

$323.91 

A 

6630014878851 

KIT  PC  DOWNLOAD  CABLE  IR 
LINK  PWR  ADAPT  5FT 

EA 

1.00 

1.00 

0.05 

0.01 

$350.00 

0.05 

0.01 

$350.00 

A 

6515015549227 

LOCKBOX  IV  PUMP  250ML  IV 
30ML  W/6515015493588 

EA 

1.00 

1.00 

1.00 

0.10 

$254.21 

1.00 

0.10 

$254.21 

A 

6505001325181 

OXYGEN  99%  CYLINDER  TYPE 
D95GL 

EA 

7.00 

7.00 

96.60 

19.60 

$937.93 

96.60 

19.60 

$937.93 

A 

6515015549367 

POLE  CLAMP  INTRAVENOUS 
PUMP  NONLOCK 

F/E. 1. 65 150 15493588 

EA 

1.00 

1.00 

1.00 

0.56 

$94.42 

1.00 

0.56 

$94.42 

A 

6515015550074 

POWER  SUPPLY  INTRAVENOUS 
PUMP  F/USE  WITH 

6515015493588 

EA 

1.00 

1.00 

2.00 

0.10 

$154.06 

2.00 

0.10 

$154.06 

A 

6515015549389 

PRINTER  CABLE  IV  PUMP 
W/6515015493588 

EA 

1.00 

1.00 

0.556 

0.10 

$71.09 

0.56 

0.10 

$71.09 

A 

6630014222098 

PRINTER  PORTABLE  FOR 
HAND-HELD  ANALYZER 

EA 

1.00 

1.00 

0.5 

0.05 

$126.27 

0.5 

0.05 

$126.27 

A 

6515015493588 

PUMP  IV  INFUSION  BATTERY 

EA 

2.00 

2.00 

1.1 

0.22 

$6303.16 

1.100 

0.22 

$6,303.16 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  G-2 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pr-  FDE 
weight 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

weight 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6680010145872 

REGULATOR  MED  GAS  SGL 
BRASS 

EA 

1.00 

1.00 

2.00 

0.1 

$127.50 

2.00 

0.10 

$127.50 

A 

6530011536493 

RESTRAINT  WRIST  AND/OR 
ANKLE  W/ADJUSTABLE  STR 

PR 

3.00 

3.00 

1.47 

0.084 

$32.61 

1.47 

0.08 

$32.61 

A 

7125NCM990869 

SHELVING  MOBILE  WIRE 
COATED  BLACK  18 

SE 

1.00 

1.00 

0.01 

5.00 

$153.00 

0.01 

5.00 

$153.00 

A 

6630014222097 

SIMULATOR  QC  TEST  CLINICAL 
ANALY 

EA 

1.00 

1.00 

0.21 

0.01 

$549.00 

0.21 

0.01 

$549.00 

A 

6515013975212 

STIMULATOR  NERVE 
PERIPHERAL  BLOCK  MONITOR 

EA 

1.00 

1.00 

0.56 

0.50 

$184.92 

0.56 

0.50 

$184.92 

Consumables 

A 

6530011732269 

CONTAINER  SHARPS  OCLAV 

2GL  20S 

PG 

1.00 

1.00 

0.01 

0.01 

$112.41 

0.01 

0.01 

$112.41 

A 

6840009269117 

DISINFECTANT  GP 
GLUTARALDEHYDE  1  GA 

GL 

1.00 

1.00 

9.25 

0.33 

$13.18 

9.25 

0.34 

$13.18 

A 

6640014195698 

PAPER  RECORDING  CLINICAL 
ANALYZER  6S 

PG 

1.00 

1.00 

1.00 

0.03 

$15.40 

1.00 

0.01 

$15.40 

A 

6515015548832 

PUMP  SET  EXTENSION  PAV 

961N  24S 

PG 

1.00 

1.00 

1.10 

0.55 

$299.42 

1.10 

0.55 

$299.42 

A 

6515015550061 

PUMP  SET  INTRAVENOUS  24S 

PG 

1.00 

1.00 

2.00 

0.10 

$310.20 

2.00 

0.10 

$310.20 

A 

6515015549212 

PUMP  SET  INTRAVENOUS  LF 
GEMSTAR  94IN  24S 

PG 

1.00 

1.00 

2.00 

0.10 

$400.27 

2.00 

0.10 

$400.27 

A 

6515015548857 

PUMP  SET  INTRAVENOUS  LF 
GEMSTAR  PAV  Y  EXT  1 10IN  24S 

PG 

1.00 

1.00 

1.10 

0.55 

$386.36 

1.10 

0.55 

$386.36 

A 

6515015549196 

PUMP  SET  INTRAVENOUS  LF 
GEMSTAR  W/PAV  24S 

PG 

1.00 

1.00 

0.75 

0.10 

$316.46 

0.75 

0.10 

$316.46 

A 

6515015550251 

PUMP  SET  INTRAVENOUS 
W/PAVNV  96IN  24S 

PG 

1.00 

1.00 

1.35 

0.22 

$287.95 

1.35 

0.22 

$287.95 

A 

6515015548849 

PUMP  SET  IV  GEMSTAR  CPIN 
YELLOW  951N  24S 

PG 

1.00 

1.00 

0.55 

0.11 

$330.37 

0.55 

0.11 

$330.37 

Durables 

C 

6135009857845 

BATTERY  NONRECHARGEABLE 
1.5V  CELL  AA24S 

PG 

2.00 

1.00 

2.00 

0.20 

$10.56 

1.00 

0.10 

$5.28 

A 

6135009002139 

BATTERY  NONRECHARGEABLE 
9V  12S 

PG 

1.00 

1.00 

1.25 

0.10 

$11.72 

1.25 

0.10 

$11.72 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  G-3 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pr-  FDE 
weight 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

weight 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6515014620643 

BRUSH  CLEANING  F/CLEAN 

PENT  AX  FB15-X 

BRONCHOSCOPE  2S 

PG 

1.00 

1.00 

0.33 

0.12 

$11.46 

0.33 

0.12 

$11.46 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-l 


Appendix  H  Laboratory  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6550014673603 

ACT  CONTAINER  16 

PARAMETER  W/3PART  DIFF 

EA 

1.00 

1.00 

0.55 

0.02 

$238.50 

0.55 

0.02 

$238.50 

A 

6640014806208 

ADAPTER  CENTRIF  CUSH 

75X1 3MM  HEMDG  TU 

EA 

6.00 

6.00 

0.60 

0.60 

$531.00 

0.60 

0.60 

$531.00 

F 

6630015205212 

ANALYZER  BLOOD  GAS 
GLUCOSE  HANDHELD 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

3.25 

0.75 

$11,690.67 

A 

6630014689142 

ANALYZER  HEMATOLOGY 
(AH): 

EA 

1.00 

1.00 

72.00 

8.50 

$11,737.33 

72.00 

8.50 

$11,737.33 

F 

6630015267373 

ANALYZER  URINE  CHEM 

100/240  V  50/60  HZ  AC 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

3.00 

2.25 

$13,690.15 

A 

6530014803595 

BIOMED  170X1 70X2 10MM 

HNDL  LID 

EA 

1.00 

1.00 

1.25 

0.25 

$420.75 

1.25 

0.25 

$420.75 

A 

6640002998493 

BOTTLE  WASH  LAB  PLAS 

250ML  W/SPOUT 

EA 

3.00 

3.00 

0.63 

0.09 

$12.36 

0.63 

0.09 

$12.36 

A 

8115002906016 

BOX  SET  G4  ORGANIZATION 
EQUIP  150LB  CAP 

SE 

1.00 

1.00 

30.00 

12.00 

$621.30 

30.00 

12.00 

$621.30 

A 

6640014954897 

CENTRIFUGE  LAB  120V  60HZ 
COMPACT  19X16X12EN 

EA 

1.00 

1.00 

29.00 

1.05 

$4,090.37 

29.00 

1.05 

$4,090.37 

A 

6640012048691 

CENTRIFUGE  LAB  3400RPM 

11 0/220 V  50/60HZ  AC 

EA 

1.00 

1.00 

29.00 

2.85 

$1,124.04 

29.00 

2.85 

$1,124.04 

A 

6515011663514 

CHART  TEMP  RECORDING  STD 
PAPER  GRID 

EA 

1.00 

1.00 

0.10 

0.10 

$98.96 

0.10 

0.10 

$98.96 

A 

6515011405268 

CLIP  SEALING  BLOOD  COLL 

BAG  1000S 

PG 

1.00 

1.00 

0.30 

0.16 

$28.72 

0.30 

0.16 

$28.72 

F 

6630015193589 

COAGULATION  TIMER  UNIT: 
PLASMA  SEMIAUTOMATIC 
TESTING 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

4.47 

1.25 

$7,076.03 

A 

6640004188010 

COUNTER  BLOOD  CELLS 
DIFFERENTIAL 

EA 

1.00 

1.00 

5.83 

0.25 

$301.56 

5.83 

0.25 

$301.56 

A 

6680006413206 

COUNTER  RECIPROCATING 
HAND-HELD 

EA 

1.00 

1.00 

0.30 

0.01 

$5.36 

0.30 

0.01 

$5.36 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-2 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

7110015025826 

DESK  FIELD  21X30.750X28.5IN 
PTBL  W/CHAIR 

EA 

1.00 

1.00 

90.00 

10.00 

$688.00 

90.00 

10.00 

$688.00 

D 

6630015263620 

DOWNLOADER-RECHARGER 
UNIT  FOR  I-STAT-1  SERIES  300 
ANALYZER 

EA 

1.00 

0.00 

1.25 

0.55 

$792.74 

0.00 

0.00 

$0.00 

A 

6640008891712 

FILLER  PIPET  BALL  VALVE  3 
VALVES  RUBBER 

EA 

1.00 

1.00 

0.27 

0.02 

$7.56 

0.27 

0.02 

$7.56 

A 

4110014973082 

FREEZER  MECH 

4. 9CFX24INX26INX3  3 .3  75IN 

115V 

EA 

1.00 

1.00 

5.80 

5.00 

$5,096.09 

5.80 

5.00 

$5,096.09 

A 

6630004277000 

HEMACYTOMETER  SET 
COMPLETE  W/CASE 

SE 

1.00 

1.00 

0.70 

0.50 

$179.89 

0.70 

0.50 

$179.89 

D 

6640012389506 

INCUBATOR  DRY  HEAT  37T056 
DEG  C  120&230V 

EA 

1.00 

0.00 

12.00 

0.01 

$799.00 

0.00 

0.00 

$0.00 

E 

6640012907581 

INCUBATOR  DRY  HEAT  40W 
50/60HZ  115/120V  37-56  CELSIUS 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.02 

0.03 

$771.53 

D 

6630014222095 

INFARED  LINK  CLINIC 
ANALYZER 

EA 

1.00 

0.00 

0.21 

0.02 

$323.91 

0.00 

0.00 

$0.00 

F 

6650014995673 

MICROSCOPE  OPTICAL 
TRINOCULAR&BINOCULAR 

EA 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.25 

0.75 

$6,585.86 

A 

6640004029250 

PAN  BIOLOGICAL  STAINNG 
RECTANGLE  25X1 5CM 

EA 

1.00 

1.00 

1.67 

0.24 

$18.46 

1.67 

0.24 

$18.46 

A 

6640015313602 

PIPETTE  MICRO  SNGL 

CHANNEL  ADJ  VOL  10-100ML 

EA 

1.00 

1.00 

5.56 

1.56 

$842.19 

5.56 

1.56 

$842.19 

A 

6640015313390 

PIPETTE  MICRO  SNGL 

CHANNEL  ADJ  VOL  20-200ML 

EA 

1.00 

1.00 

5.56 

1.56 

$543.00 

5.56 

1.56 

$543.00 

A 

6530013049754 

POUCH  LIQ  ABS  5X5IN  13.50Z 
DISP  PLAS  HEAT  SEAL 

EA 

1.00 

1.00 

17.00 

1.36 

$238.66 

17.00 

1.36 

$238.66 

D 

6630014222098 

PRINTER  PORTABLE  FOR 
HAND-HELD  ANALYZER 

EA 

1.00 

0.00 

0.50 

0.05 

$126.27 

0.00 

0.00 

$0.00 

A 

4610014983839 

PURIFICATION  SYSTEM 

WATER  CONNECTS  TO  TAP 

EA 

1.00 

1.00 

3.00 

1.30 

$1,077.38 

3.00 

1.30 

$1,077.38 

A 

6640002998490 

RACK  TEST  TUBE  LAB 

10X4. 25X2. 5IN 

EA 

2.00 

2.00 

2.08 

0.23 

$24.70 

2.08 

0.23 

$24.70 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-3 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6640001655726 

RACK  TEST  TUBE  LAB  COATED 
WIRE  40  TUBES 

EA 

2.00 

2.00 

1.96 

0.29 

$19.68 

1.96 

0.29 

$19.68 

A 

4110014974328 

RECORDER  TEMP  BLD  PLASM 
FRZER115V  11.5  CU 

EA 

1.00 

1.00 

120.00 

14.00 

$7,212.00 

120.00 

14.00 

$7,212.00 

A 

4110012494476 

REFRIGERATOR  MECHANICAL 
BLOOD  BANK  5.4CU 

EA 

1.00 

1.00 

232.00 

5.00 

$3,872.67 

232.00 

5.00 

$3,872.67 

A 

6640015171805 

ROTOR  CENTRIFUGE  FIXED 
ANGLE  24  15ML  TUBE 

EA 

1.00 

1.00 

24.00 

1.11 

$1,112.90 

24.00 

1.11 

$1,112.90 

A 

6670011399535 

SCALE  DONOR  AUTOMATIC 

EA 

2.00 

2.00 

20.00 

0.28 

$3,477.60 

20.00 

0.28 

$3,477.60 

A 

6670002460346 

SCALEWEIGHING 

EA 

1.00 

1.00 

0.60 

0.05 

$13.51 

0.60 

0.05 

$13.51 

A 

7520001626178 

SHARPENER  PENCIL  MACH 

EA 

1.00 

1.00 

0.10 

0.00 

$11.09 

0.10 

0.00 

$11.09 

A 

7125NCM990869 

SHELVING  MOBILE  WIRE 
COATED  BLACK  18 

SE 

1.00 

1.00 

0.01 

5.00 

$153.00 

0.01 

5.00 

$153.00 

A 

6640015172744 

SHIELD  LAB  CENTRIF  TUBE 
HOLDER  F/5  7  10&15ML 

EA 

24.00 

24.00 

30.00 

6.00 

$5,220.00 

30.00 

6.00 

$5,220.00 

A 

6630014222097 

SIMULATOR  QUALITY 

CONTROL  TEST  CLINICAL 
ANALYZER 

EA 

1.00 

1.00 

0.21 

0.01 

$549.00 

0.21 

0.01 

$549.00 

A 

6520014565380 

SINK  FIELD  19X19X15IN 

115/230V  50/60  HZ  AC 

EA 

1.00 

1.00 

45.00 

3.13 

$4,602.00 

45.00 

3.13 

$4,602.00 

A 

6650014542187 

STAGE  MICROMET  GLASS 

3X1  IN  W/SCALE 

EA 

1.00 

1.00 

0.55 

0.22 

$175.88 

0.55 

0.22 

$175.88 

A 

6640004401200 

STAND  LAB  APPARATUS 
SUPPORT  BASE  6X9 

EA 

2.00 

2.00 

8.12 

0.25 

$32.14 

8.12 

0.25 

$32.14 

A 

6515011405267 

STRIPPER-SEALER-CUTTER 
BLOOD  COLLECTING 

EA 

1.00 

1.00 

0.46 

0.16 

$79.89 

0.46 

0.16 

$79.89 

A 

7105007271091 

TABLE  FOLDING  GP 

72X3 0X3 0IN 

EA 

2.00 

2.00 

34.00 

5.04 

$437.54 

34.00 

5.04 

$437.54 

A 

6645008808045 

TIMER  INTERVAL  PL  5X3X5IN 
DEEP 

EA 

2.00 

2.00 

2.20 

0.13 

$14.80 

2.20 

0.13 

$14.80 

A 

6640009821294 

TRAY  PHLEBOTOMY  PORT 
W/HANDLE  14X11X2IN 

EA 

2.00 

2.00 

7.00 

0.83 

$158.64 

7.00 

0.83 

$158.64 

A 

6640011935035 

VIEWER  AGGLUTINATION 

TEST  FOR  BLOOD  TYPING 

EA 

1.00 

1.00 

1.00 

0.06 

$659.30 

1.00 

0.06 

$659.30 

A 

7240009654426 

WASTE  RECEPTACLE 

EA 

1.00 

1.00 

1.00 

1.00 

$12.78 

1.00 

1.00 

$12.78 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-4 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6640014982699 

WATER  BATH  ELECTRIC 

5.2GAL  I8.5IN 

EA 

1.00 

1.00 

25.00 

2.25 

$2,250.00 

25.00 

2.25 

$2,250.00 

Consumables 

A 

6550015064935 

ACT  CONTROL  1  F/USE  W/6630- 
01-411-2405  I-STAT 

EA 

1.00 

1.00 

3.25 

0.25 

$43.41 

3.25 

0.25 

$43.41 

A 

6550015064936 

ACT  CONTROL  2  F/USE  W/6630- 
01-411-2405  I-STAT 

EA 

1.00 

1.00 

3.25 

0.25 

$43.41 

3.25 

0.25 

$43.41 

A 

6515013723154 

ADMIN  SET  WING  SCALP  PED 
23GAX.75IN  NDL  120S 

PG 

1.00 

1.00 

0.75 

0.30 

$99.00 

0.75 

0.30 

$99.00 

A 

6550011549213 

ANTIBODY  ENHANCEMENT 

TEST  REAGEN  ML  VI  15S 

VI 

1.00 

1.00 

1.00 

0.03 

$86.73 

1.00 

0.03 

$86.73 

A 

6515009051473 

APPLICATOR  PLASAVOOD  ROD 

6 IN  STER  2000S 

PG 

1.00 

1.00 

0.65 

0.65 

$41.18 

0.65 

0.65 

$41.18 

B 

6515012346838 

APPLICATOR  WOOD  6IN 
SQUARED  OFF  100S 

PG 

2.00 

1.00 

0.20 

0.40 

$1.04 

0.10 

0.20 

$0.52 

A 

6515014476871 

BLOOD  COLLECTING 

BAG&DON  SET  400ML  24S 

PG 

1.00 

1.00 

5.00 

2.00 

$148.53 

5.00 

2.00 

$148.53 

A 

6550013170288 

BLOOD  GROUP  SERUM  ANTI-A 
LIQ  10ML  VI  15S 

PG 

1.00 

1.00 

1.00 

0.00 

$136.22 

1.00 

0.00 

$136.22 

B 

6550010572575 

BLOOD  GROUP  SERUM  ANTI-D 
LIQUID  BT  10ML 

BT 

5.00 

1.00 

1.15 

0.06 

$23.75 

0.23 

0.01 

$4.75 

B 

6550010572643 

BLOOD  GROUPING  SERUM 
ANTI-B  USP  LIQ  10  ML 

BT 

5.00 

1.00 

1.15 

0.06 

$354.85 

0.23 

0.01 

$70.97 

A 

6530004047700 

BOTTLE  DROPPER 
PRESCRIPTION  1  OZ  12S 

BX 

1.00 

1.00 

1.46 

0.06 

$9.05 

1.46 

0.06 

$9.05 

A 

6640001655778 

BOTTLE  URINE  SHIPPING  120S 

PG 

1.00 

1.00 

10.00 

1.30 

$29.56 

10.00 

1.30 

$29.56 

C 

6550015215427 

CARTRIDGE  COAG  TEST  PRTIM 

PG 

8.00 

11.00 

12.00 

27.78 

$1,584.00 

16.50 

38.19 

$2,178.00 

F 

6550015489678 

CARTRIDGE  BLOOD  CHEM8+ 

25  S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

3.00 

3.00 

$0.06 

F 

6550015215436 

CARTRIDGE  CARDIAC  TEST  M. 

I.  25S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.25 

0.25 

$345.95 

B 

6550015064934 

CARTRIDGE  TEST  I-STAT  25  S 

PG 

8.00 

3.00 

26.00 

2.00 

$47.04 

9.75 

0.75 

$17.64 

A 

6850010701512 

CLEANING  COMPOUND  60  ML 

BT 

BT 

1.00 

1.00 

1.67 

0.08 

$26.08 

1.67 

0.08 

$26.08 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-5 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6550015215361 

CONTROL  BLD  CHEM  COAG  RG 
W  1ML  10S 

PG 

1.00 

1.00 

2.25 

0.25 

$285.00 

2.25 

0.25 

$285.00 

A 

6550014318279 

CONTROL  BLD  CHEM  E3+  G3+ 
EC4+  10S 

PG 

1.00 

1.00 

2.00 

0.03 

$1.32 

2.00 

0.03 

$1.32 

B 

6550014323696 

CONTROL  BLD  CHEM  E3+  G3+ 
EC4+  6+  EG  10S 

EA 

2.00 

1.00 

4.00 

0.05 

$3.92 

2.00 

0.03 

$1.96 

A 

6550015215358 

CONTROL  BLOOD  CHEM  COAG 
RG  LEVEL2  1ML  6S 

PG 

1.00 

1.00 

2.25 

0.25 

$294.00 

2.25 

0.25 

$294.00 

F 

6550015195570 

CONTROL  COAGULATION  QC 
DIRECT 

PG 

0.00 

11.00 

0.00 

0.00 

$0.00 

19.25 

6.05 

$1,075.91 

A 

6550012694302 

CONTROL  COOMBS  TEST  10 

200S 

EA 

15.00 

15.00 

6.30 

0.17 

$97.50 

6.30 

0.17 

$97.50 

A 

6550014696200 

CONTROL  SET  COMPLETE 
BLOOD  COUNT  USED  WITH 
COULTER  ACT  SERIES 

SE 

1.00 

1.00 

0.25 

0.01 

$172.43 

0.25 

0.01 

$172.43 

F 

6550015556474 

CONTROL  TEST  I-STAT  CG8+ 
CHEM  8+  10S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.00 

0.03 

$17.05 

A 

6550015210540 

CULTURE  MEDIUM 

OXIDATION -FERMEN  4ML  20S 

PG 

2.00 

2.00 

2.30 

0.30 

$105.00 

2.30 

0.30 

$105.00 

A 

6550015193890 

CUVETTE  BLD  SAMP  PT  TEST 
USE  W/CITRATED  WHOLE 

BLD45 

PG 

1.00 

1.00 

2.55 

0.55 

$215.76 

2.55 

0.55 

$215.76 

A 

6550015193891 

CUVETTE  BLD  SAMPLE 
ACTIVATED  PARTIAL 
THROMBOPLASTIN  TIME 
TEST45S 

PG 

1.00 

1.00 

2.55 

0.55 

$281.03 

2.55 

0.55 

$281.03 

A 

6505010453255 

DETERGENT  SURG  4% 
CHLORHEX  GLUCONATE  320Z 

BT 

2.00 

2.00 

5.12 

1.50 

$31.80 

5.12 

1.50 

$31.80 

A 

4610014981531 

FILTER  WATER  PURIF  MIPAK- 
40UNIT  .22  MICRON  2S 

PG 

1.00 

1.00 

1.00 

0.12 

$318.45 

1.00 

0.12 

$318.45 

D 

6550013174927 

FORMALDEHYPE  SOL  10%  USP 
3.7%  W/V  5  GALLONS 

EA 

1.00 

0.00 

20.00 

1.03 

$39.18 

0.00 

0.00 

$0.00 

A 

6550013438128 

GLOBULIN  SERUM  ANTI¬ 
HUMAN  MONOSPECIFIC  10  ML 

BT 

5.00 

5.00 

0.45 

0.02 

$49.40 

0.45 

0.02 

$49.40 

F 

6550013324770 

GRAM  STAINING  KIT 

KT 

0.00 

1.00 

0.00 

0.00 

$0.00 

2.00 

0.10 

$43.69 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-6 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

D 

6550015147347 

GRAM  STAINING  KT  CRYSTAL 
VIOLET  DECOLORIZED  IODINE 
SAFRANIN250ML 

KT 

1.00 

0.00 

2.25 

0.55 

$42.00 

0.00 

0.00 

$0.00 

A 

6630015090679 

HOLDER,  BLD  COLL  NONSTER, 
1000S 

PG 

1.00 

1.00 

3.25 

0.25 

$31.45 

3.25 

0.25 

$31.45 

A 

6550011760706 

INDIA  INK  STAIN  LIQUID  .500 

ML  PELIKAN  DWG  INK  #17 
BLACK  50S 

PG 

1.00 

1.00 

3.00 

0.15 

$42.85 

3.00 

0.15 

$42.85 

A 

6640004301000 

JAR  BIOLOG  STAIN  GLASS 

SODA  LIME  10  SLIDE 

EA 

1.00 

1.00 

0.81 

0.03 

$5.69 

0.81 

0.03 

$5.69 

A 

6640008891594 

JARS  &  SHIPPING  BOX 
HISTOPATHOLOGICAL  12S 

EA 

1.00 

1.00 

1.63 

0.20 

$44.28 

1.63 

0.20 

$44.28 

A 

7690013935797 

LABEL  “ADD-ON  BLOOD 

GROUP  A  RH  NEG”  (W/EXPIRAT 

PG 

1.00 

1.00 

0.10 

0.10 

$6.34 

0.10 

0.10 

$6.34 

A 

7690013935165 

LABEL  “ADD-ON  BLOOD 

GROUP  A  RH  POSITIVE”  CODA 

RL 

1.00 

1.00 

0.20 

0.20 

$76.80 

0.20 

0.20 

$76.80 

A 

7690013935552 

LABEL  “ADD-ON  BLOOD 

GROUP  O  RH  NEGATIVE  (W/EX 

PG 

3.00 

3.00 

0.45 

0.45 

$19.02 

0.45 

0.45 

$19.02 

A 

7690013935814 

LABEL  “ADD-ON  BLOOD 

GROUP  O  RH  POSITIVE  (W/EX 

PG 

1.00 

1.00 

0.20 

0.20 

$20.70 

0.20 

0.20 

$20.70 

A 

7530005774371 

LABEL  3.5X.6IN  248S 

PG 

1.00 

1.00 

0.20 

0.10 

$0.76 

0.20 

0.10 

$0.76 

A 

7690014977076 

LABEL  ABO  GROUP/RH  WITH  B 
RH  POSITIVE&EXPIRE 

RO 

1.00 

1.00 

0.50 

0.08 

$37.47 

0.50 

0.08 

$37.47 

A 

7690014977069 

LABEL  ABO  GROUP/RH  WITH  B 
RH  POSITIVE&EXPIRE 

RO 

1.00 

1.00 

0.50 

0.08 

$37.47 

0.50 

0.08 

$37.47 

A 

7690014977074 

LABEL  ABO  GROUP/RH  WITH  B 
RH  POSITIVE&EXPIRE 

RO 

1.00 

1.00 

0.12 

0.08 

$23.15 

0.12 

0.08 

$23.15 

A 

7690012405756 

LABEL  BLOOD  TY/AB- 
2.375X1. 75IN  ADHS  100S 

PG 

1.00 

1.00 

0.08 

0.00 

$2.03 

0.08 

0.00 

$2.03 

A 

6515004312890 

LANCET  FINGER  1.5IN  100S 

PG 

1.00 

1.00 

0.11 

0.10 

$3.60 

0.11 

0.10 

$3.60 

A 

6515010032368 

NEEDLE  HYPO  BLD  COLL 
20GAX1.50IN  1000S 

PG 

1.00 

1.00 

1.50 

0.50 

$101.87 

1.50 

0.50 

$101.87 

A 

6640004365000 

PAPER  LENS  SHEET  1 1X7.5IN 
5.5LB  REAM  500S 

PG 

1.00 

1.00 

1.17 

0.04 

$18.02 

1.17 

0.04 

$18.02 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-7 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6640015489143 

PIPET  FINTIP  F/EPPENDO/ 
FINNIPET/  TITER  250S 

PG 

1.00 

1.00 

1.06 

0.06 

$109.95 

1.06 

0.06 

$109.95 

B 

6640005338634 

PIPET  SEROLOGICAL  PLAS 

10ML  50S 

PG 

2.00 

1.00 

2.50 

0.05 

$50.66 

1.25 

0.03 

$25.33 

B 

6640007287267 

PIPET  SEROLOGICAL  PLASTIC 
DISPOSABLE  50  ML  50 

PG 

2.00 

1.00 

2.20 

0.05 

$49.96 

1.10 

0.03 

$24.98 

A 

6640012722032 

PIPET  TRANSFER  PLAST 
POLYETH  FREEZABLE  HEAT  S 

PG 

1.00 

1.00 

2.00 

0.00 

$84.54 

2.00 

0.00 

$84.54 

A 

6630001267503 

PIPET -DILUENT  BLOOD  LAB 
PLAS  .02ML  200S 

PG 

1.00 

1.00 

1.80 

0.15 

$427.07 

1.80 

0.15 

$427.07 

E 

6630012460217 

PIPET -DILUENT  BLOOD  LAB 
PLAS.02  ML  100S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

5.00 

0.03 

$217.97 

D 

6640014857643 

PIPETTE  DILUTING  PLAS 
UNOPETTE  PREFILLED  VOL  IS 
20MCLTR  100S 

PG 

1.00 

0.00 

1.60 

0.78 

$295.14 

0.00 

0.00 

$0.00 

B 

6510011139208 

KIT  BLOOD  DONOR  20S 

PG 

3.00 

1.00 

3.00 

2.04 

$64.11 

1.00 

0.68 

$21.37 

A 

6640011464248 

SEALING  MATERIAL 
THERMOPLASTIC  250  FT  X  4  IN 

RL 

1.00 

1.00 

2.58 

0.08 

$30.50 

2.58 

0.08 

$30.50 

A 

6640015129892 

SLIDE  MICROSCOPE  CLEAR 
FROST  WRITE  AREA  144S 

PG 

1.00 

1.00 

2.25 

0.25 

$49.67 

2.25 

0.25 

$49.67 

A 

6510001161311 

SPONGE  SURG  GAUZE  4X4IN 
10/TRAY  128S 

PG 

1.00 

1.00 

8.00 

2.97 

$88.32 

8.00 

2.97 

$88.32 

B 

6510007822700 

SPONGE  SURG  12-PLY  GAUZE 
2X2IN  STER  200S 

PG 

3.00 

1.00 

5.40 

3.00 

$5.40 

1.80 

1.00 

$1.80 

A 

6640012042654 

TAPE  TAMPER  RESISTANT  PS 
SERRATED  RED  1/2INX7 

RL 

1.00 

1.00 

0.24 

0.00 

$10.43 

0.24 

0.00 

$10.43 

A 

6550011410644 

TEST  KIT  FIBRIN/FIBRINOGEN 
DEGRADATION  PRODUCTS 
DETERMINATION20S 

KT 

1.00 

1.00 

2.08 

0.06 

$148.23 

2.08 

0.06 

$148.23 

A 

6550014338681 

TEST  PACK  NA  K  BLD  UREA  N 
GLU  HCT  25  S 

PG 

1.00 

1.00 

1.20 

0.03 

$219.60 

1.20 

0.03 

$219.60 

F 

6550014066428 

TEST  PACK  PH  PP02  C02  25S 

PG 

0.00 

1.00 

0.00 

0.00 

$0.00 

1.55 

0.01 

$178.70 

A 

6550014876919 

TEST  SUSCEPTIB  NITROFURAN 
300MCG  50DISKS  250S 

PG 

1.00 

1.00 

0.55 

0.12 

$17.03 

0.55 

0.12 

$17.03 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  H-8 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post- 

FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FDE 

wt. 

Post-FDE 

cube 

Post-FDE 

cost 

A 

6550014990528 

TEST  SWAB  STREP  A  CTL 

SWAB  12S  6POS  6NEG  6S 

SE 

1.00 

1.00 

0.09 

0.01 

$27.72 

0.09 

0.01 

$27.72 

A 

6640011190013 

TEST  TUBE  5ML  DISP  1000S 

PG 

1.00 

1.00 

2.04 

0.29 

$21.46 

2.04 

0.29 

$21.46 

A 

6640013575522 

TEST  TUBE  K12  PLAIN  RIM 
ROUND  BOTTOM  75M 

PG 

1.00 

1.00 

12.00 

0.50 

$98.53 

12.00 

0.50 

$98.53 

A 

6640013896164 

TIP  PIPET  STER  I.W.  F/USE 
W/MICROPIPET  200S 

PG 

1.00 

1.00 

0.80 

0.00 

$103.60 

0.80 

0.00 

$103.60 

A 

6640007296484 

TUBE  BIOLOGICAL  CULTURE 
SAMPLING  PLAS  100S 

PG 

1.00 

1.00 

5.00 

0.50 

$101.43 

5.00 

0.50 

$101.43 

A 

6630011198575 

TUBE  BLOOD  COLLECTING 

7ML  LAVNDR  100S 

PG 

1.00 

1.00 

2.70 

0.16 

$27.82 

2.70 

0.16 

$27.82 

A 

6640011563492 

URINE  ANALYSIS  SYSTEM 
DISPOSABLE  500S 

PG 

1.00 

1.00 

0.41 

0.01 

$111.38 

0.41 

0.01 

$111.38 

A 

6550011656732 

WRIGHT -GIEMS A  STAIN  320Z 

BT 

1.00 

1.00 

0.12 

0.03 

$64.99 

0.12 

0.03 

$64.99 

Durables 

A 

4610014998444 

DI-PAK  CART 

DEIONIZATION/WATER  PURIF 
SYS 

EA 

1.00 

1.00 

0.50 

0.50 

$331.67 

0.50 

0.50 

$331.67 

B 

6240011177150 

LAMP  INCANDESCENT  A65A 
MINI  2  PIN  20 W  6V 

EA 

2.00 

1.00 

0.02 

0.35 

$19.56 

0.01 

0.17 

$9.78 

A 

6640011790017 

MARKER  LABORATORY  F/WET 
OR  DRY  SURFACE 

PG 

1.00 

1.00 

0.10 

0.01 

$8.89 

0.10 

0.01 

$8.89 

A 

7510002401526 

PENCIL  BLACK  6.25IN  LONG 
ROUND  EXTRA  THICKGL 

PG 

1.00 

1.00 

0.18 

0.02 

$4.57 

0.18 

0.02 

$4.57 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 

D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  1-1 


Appendix  I  Radiology  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre  FDE 

qty 

Post 

FDE 

qty 

Pre  FDE 

wt. 

Pre 

FDE 

cube 

Pre  FDE 
cost 

Post 

FDE 

wt. 

Post  FDE 
cube 

Post  FDE 

cost 

Equipment 

A 

8465006560816 

BAG  LAUNDRY  46X25IN 
COTTON  DUCK 

EA 

1.00 

1.00 

3.75 

0.19 

$29.50 

3.75 

0.19 

$29.50 

A 

6525006007900 

CALIPER  X-RAY  TECHNIQUE 
L-SHAPE 

EA 

1.00 

1.00 

0.94 

0.18 

$28.93 

0.94 

0.18 

$28.93 

A 

7110015025826 

DESK  FIELD  21X30.750X28.5IN 
PTBL  W/CHAIR 

EA 

1.00 

1.00 

90.00 

10.00 

$688.00 

90.00 

10.00 

$688.00 

A 

7240008808878 

FRAME  CLOTH  BASKET 
FOLDING  HINGED 

EA 

1.00 

1.00 

20.00 

7.35 

$60.11 

20.00 

7.35 

$60.11 

A 

6525011106591 

HOLDER  RADIOGRAPHIC 

FILM  CASSETTE  FLOOR 

MOUNT 

EA 

1.00 

1.00 

122.00 

17.00 

$1,986.94 

122.00 

17.00 

$1,986.94 

A 

6525006047925 

MARKER  XRAY  FILM  ID 
GOTHIC  UPPERCASE 

SE 

1.00 

1.00 

0.06 

0.00 

$9.39 

0.06 

0.00 

$9.39 

A 

6525006127500 

RULER  ANATOMICAL 
TRANSPARENT  2X1 8IN 

EA 

1.00 

1.00 

0.06 

0.00 

$2.30 

0.06 

0.00 

$2.30 

A 

6525011669033 

SCREEN  X-RAY  PROTECTIVE 
MOBILE  6FT  HIGH 

EA 

2.00 

2.00 

0.32 

10.95 

$1,666.18 

0.32 

10.95 

$1,666.18 

A 

7125NCM990869 

SHELVING  MOBILE  WIRE 
COATED  BLACK  18 

SE 

1.00 

1.00 

0.01 

5.00 

$153.00 

0.01 

5.00 

$153.00 

A 

9905010104453 

SIGN  (BLANK) 

PG 

1.00 

1.00 

1.00 

0.20 

$15.00 

1.00 

0.20 

$15.00 

A 

7105007271091 

TABLE  FOLDING  GP 

72X3 0X3  0IN 

EA 

1.00 

1.00 

17.00 

2.52 

$218.77 

17.00 

2.52 

$218.77 

Medication 

A 

6505012266499 

IOHEXOL  INJECTION 

300MG/ML  50ML  BT  10S 

PG 

0.00 

2.00 

0.00 

0.00 

$0.00 

1.00 

0.04 

$261.98 

Consumable 

D 

7530006124000 

ENVELOPE  PHOTO 
NEGATATIVE  17.5X14.51N 

100S 

PG 

1.00 

0.00 

12.50 

0.70 

$16.52 

0.00 

0.00 

$0.00 

Durables 

Legend 

D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  1-2 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-l 


Appendix  J  Pharmacy  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 
qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

Equipment 

A 

6530011633761 

CABINET  MEDICINE  BASE 
SECTION  23X1 8X3  7IN 

EA 

2.00 

2.00 

390.00 

16.00 

$3,747.22 

390.00 

16.00 

$3,747.22 

A 

6530011628237 

CABINET  PHARM  UPPER 
SECTION 

EA 

1.00 

1.00 

170.00 

8.00 

$1,244.44 

170.00 

8.00 

$1,244.44 

A 

7110015025826 

DESK  FIELD  21X31X28.5IN 
PTBL  W/CHAIR 

EA 

1.00 

1.00 

90.00 

10.00 

$688.00 

90.00 

10.00 

$688.00 

A 

6230012917531 

FLASHLIGHT  STRAIGHT 

3V  DC  ALM  ALLOY 

EA 

1.00 

1.00 

1.00 

0.10 

$16.20 

1.00 

0.10 

$16.20 

A 

6640004397367 

SPATULA  LABORATORY 
HARD  RUBBER  4  INCH 

EA 

4.00 

4.00 

0.40 

0.40 

$72.00 

0.40 

0.40 

$72.00 

A 

7105007271091 

TABLE  FOLDING  GP 
72X30X30IN 

EA 

1.00 

1.00 

17.00 

2.52 

$218.77 

17.00 

2.52 

$218.77 

A 

6530007093975 

TABLE  SURG  INSTR  & 
DRESS  33X30X1 8IN 

EA 

1.00 

1.00 

33.00 

1.71 

$1,046.00 

33.00 

1.71 

$1,046.00 

A 

6530011688096 

TRAY  TABLET  & 

CAPSULE  COUNTING 

EA 

4.00 

4.00 

0.96 

0.10 

$72.00 

0.96 

0.10 

$72.00 

A 

7240008197735 

WASTE  RECEPTACLE  RND 
W/TOP  32GAL 

EA 

1.00 

1.00 

1.10 

0.92 

$34.05 

1.10 

0.92 

$34.05 

Medications 

A 

6505011534399 

ACETAMINOPHEN  SUPP 
325MG  ADULT  RECTAL  12S 

PG 

1.00 

1.00 

0.05 

0.10 

$2.94 

0.05 

0.10 

$2.94 

C 

6505009857301 

ACETAMINOPHEN  TAB 
0.325GM  1000S 

BT 

3.00 

2.00 

2.76 

0.30 

$21.90 

1.84 

0.20 

$14.60 

A 

6505007822688 

ACETYLCYSTEINE 
SOLUTION  20%  30ML  3S 

PG 

1.00 

1.00 

0.58 

0.10 

$27.78 

0.58 

0.10 

$27.78 

C 

6505011378451 

ACYCLOVIR  OINTMENT 

5%  15GM  TUBE 

TU 

6.00 

2.00 

1.20 

0.60 

$431.64 

0.40 

0.20 

$143.88 

A 

6505015303307 

ADENOSINE  INJ  3 MG/ML 
NEEDLESS  SYR  2ML  10S 

PG 

1.00 

1.00 

0.55 

0.12 

$331.74 

0.55 

0.12 

$331.74 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-2 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505012580960 

ALBUTEROL  SULFATE 
INHALATION  SOLUTION 

3 ML  25S 

PG 

5.00 

3.00 

2.00 

0.50 

$101.50 

1.20 

0.30 

$60.90 

A 

6505013663202 

ALTEPLASE  INJ  58000000 
INTERNATIONAL  UNITS 

EA 

1.00 

1.00 

0.55 

0.10 

$1,790.00 

0.55 

0.10 

$1,790.00 

B 

6505001484631 

ALUMIN  HYDROX  GEL 
DRIED  MAGN  TRISIL  TAB 
100S 

BT 

1.00 

2.00 

0.49 

0.10 

$2.73 

0.98 

0.20 

$5.46 

B 

6505001048061 

ALUMINUM  ACETATE  & 
ACETIC  ACID  SOL  2% 

60ML  BT 

BT 

1.00 

2.00 

0.23 

0.10 

$15.79 

0.46 

0.20 

$31.58 

A 

6505015242693 

AMIODARONE 
HYDROCHLORIDE  INJ  50  MG 

3  ML  10S 

PG 

1.00 

1.00 

1.00 

0.33 

$62.90 

1.00 

0.33 

$62.90 

C 

6505001060875 

AMMONIA  INHALANT 
AROMATIC  0.333ML  AMP 
10S 

PG 

2.00 

1.00 

0.20 

0.20 

$29.82 

0.10 

0.10 

$14.91 

B 

6505014309740 

AMOXICILLIN  875MG  & 
CLAVULANATE  POTASSIUM 
125MG  TAB  20S 

BT 

12.00 

16.00 

1.40 

1.20 

$1,294.08 

1.87 

1.60 

$1,725.44 

C 

6505012752568 

AMPICILLIN  AND 
SULBACTAM  FOR  INJ 

3GM  VI  10S 

PG 

10.00 

3.00 

7.10 

1.00 

$1,648.50 

2.13 

0.30 

$494.55 

C 

6505005985830 

ANTIPYRINE  AND 
BENZOCAINE  OTIC  SOL 
10ML 

BT 

4.00 

2.00 

0.80 

0.80 

$5.84 

0.40 

0.40 

$2.92 

C 

6505009617486 

ARTIFICIAL  TEARS  15  ML 

BT 

36.00 

6.00 

3.60 

3.60 

$57.96 

0.60 

0.60 

$9.66 

D 

6505000635631 

ASPIRIN  DELAYED- 
RELEASE  TABLETS  USP 
325MG  100 

BT 

1.00 

0.00 

2.00 

0.10 

$10.73 

0.00 

0.00 

$0.00 

F 

6505010339866 

ASPIRIN  TAB  8 IMG 
FLAVORED  CHEWABLE 

36S 

BT 

0.00 

1.00 

0.00 

0.00 

$0.00 

0.13 

0.13 

$0.77 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-3 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6505010946196 

ATROPINE  SULF  1NJ 

0.1  MG/ML  10ML  SYR-NLD 

10S 

PG 

2.00 

3.00 

2.80 

0.24 

$34.62 

4.20 

0.36 

$51.93 

A 

6505014745440 

ATROPINE  SULFATE  INJ 
0.4MG/ML  20ML  VI  10S 

PG 

1.00 

1.00 

0.75 

0.02 

$8.94 

0.75 

0.02 

$8.94 

C 

6505014491618 

AZITHROMYCIN  TAB 
250MG  18S 

PG 

24.00 

18.00 

2.40 

3.60 

$2,566.80 

1.80 

2.70 

$1,925.10 

B 

6505014491635 

AZITHROMYCIN  TAB  250MG 
30S 

BT 

3.00 

4.00 

1.50 

0.66 

$534.78 

2.00 

0.88 

$713.04 

B 

6505011770589 

BACITRACIN  OINTMENT 
500UN/GM  .87GM 

144PACK/PG 

PG 

1.00 

2.00 

0.25 

0.10 

$5.45 

0.50 

0.20 

$10.90 

C 

6505014542526 

BACITRACIN  ZINC  OINT 
500UNIT/GM  14.2GM  1/2  OZ 

TU 

36.00 

26.00 

19.80 

4.32 

$30.60 

14.30 

3.12 

$22.10 

D 

6505015500877 

BENZOCAINE  GEL  10% 
ZILACTIN-B  0.25  OZ 

TU 

25.00 

0.00 

8.25 

2.75 

$201.50 

0.00 

0.00 

$0.00 

A 

6505012415858 

BENZOIN  TINCTURE 
COMPOUND  0.670ML  CRUSH 
200S 

PG 

1.00 

1.00 

1.50 

0.10 

$52.83 

1.50 

0.10 

$52.83 

C 

6505006601798 

BENZONATATE  CAP  100  MG 
100S 

BT 

8.00 

2.00 

1.36 

0.80 

$184.40 

0.34 

0.20 

$46.10 

C 

6505011479555 

BENZOYL  PEROXIDE  GEL 
10%  1.50Z  42.5GM  TUBE 

TU 

10.00 

1.00 

1.30 

1.00 

$20.20 

0.13 

0.10 

$2.02 

c 

6505014437607 

BISMUTH  SUBSALICYLATE 
TAB  CHEW  SUGAR  FREE  30S 

PG 

12.00 

4.00 

1.44 

2.40 

$20.16 

0.48 

0.80 

$6.72 

A 

6505012125338 

BUPIVACAINE  HCL 

DEXTROSE  INJ  2ML  AMP  10S 

PG 

1.00 

1.00 

0.15 

0.10 

$20.67 

0.15 

0.10 

$20.67 

A 

6505001387347 

BUPIVACAINE 
HYDROCHLORIDE  INJ  50ML 

VI 

VI 

3.00 

3.00 

0.93 

0.30 

$7.53 

0.93 

0.30 

$7.53 

A 

6505011893973 

BUPIVACAINE&EPINEPHRIN 

E  INJ  1.8ML  CART  50/CAN 

CN 

1.00 

1.00 

0.74 

0.10 

$36.43 

0.74 

0.10 

$36.43 

C 

6505015056640 

BUPROPION  HYDROCH 

TAB  150MG  60S 

BT 

5.00 

1.00 

2.75 

0.50 

$577.50 

0.55 

0.10 

$115.50 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-4 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 
qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505006874534 

CALAMINE  LOTION  4  OZ 

118  ML 

BT 

10.00 

2.00 

3.30 

1.00 

$11.30 

0.66 

0.20 

$2.26 

B 

6505015037386 

CALCIUM  CHLORIDE 

1 00MG/ML  10ML  10S 

PG 

LOO 

3.00 

1.00 

0.69 

$19.80 

3.00 

2.07 

$59.40 

C 

6505011841250 

CARBAMIDE  PEROXIDE 
OTIC  0.5FL  OZ 

BT 

6.00 

2.00 

0.50 

0.60 

$6.06 

0.17 

0.20 

$2.02 

A 

6505014802501 

CEFAZOLIN  SODIUM  1GM 
10ML  VI 25S 

PG 

2.00 

2.00 

2.00 

0.60 

$87.28 

2.00 

0.60 

$87.28 

C 

6505012192760 

CEFTRIAXONE  SODIUM  1GM 
VI  10S 

PG 

4.00 

2.00 

2.79 

6.00 

$1,680.84 

1.39 

3.00 

$840.42 

A 

6505001656545 

CEPHALEXIN  CAP  250MG 

100S 

BT 

4.00 

4.00 

0.84 

0.40 

$22.76 

0.84 

0.40 

$22.76 

C 

6505015335978 

CETYLPYRIDINIUM 
CHLORIDE  LOZ  5.4MG 
CHERRY  18S 

PG 

24.00 

22.00 

7.20 

4.80 

$115.68 

6.60 

4.40 

$106.04 

C 

6505012828880 

CHARCOAL  ACTIVATED 

SUSP  50GM  240ML 

BT 

3.00 

2.00 

2.04 

0.30 

$19.98 

1.36 

0.20 

$13.32 

A 

6505007540280 

CHLORAMPHENICOL 
SODIUM  SUCCINATE 
1GM/VI  10S 

PG 

1.00 

1.00 

0.13 

0.10 

$37.33 

0.13 

0.10 

$37.33 

C 

6505010917508 

CHLORPHENIRAMINE 
MALEATE&PSEUDOEPH 
HCL  500S 

BT 

2.00 

1.00 

1.63 

0.60 

$148.98 

0.82 

0.30 

$74.49 

C 

6505013366179 

CIPROFLOXACIN  HCL  &  DEX 
200ML  BAG  24S 

PG 

5.00 

1.00 

17.50 

5.40 

$894.45 

3.50 

1.08 

$178.89 

c 

6505013334154 

CIPROFLOXACIN  TAB  500MG 
100S 

BT 

5.00 

2.00 

3.25 

0.60 

$1,811.25 

1.30 

0.24 

$724.50 

A 

6505001594892 

CLINDAMYCIN  HYDROCH 
CAP  150MG  100S 

BT 

1.00 

1.00 

0.75 

0.15 

$31.02 

0.75 

0.15 

$31.02 

c 

6505000749912 

CLIOQUINOL&HYDROCORTI 
SONE  CREAM  20GM  TUBE 

TU 

12.00 

4.00 

1.20 

3.12 

$36.24 

0.40 

1.04 

$12.08 

c 

6505010235011 

CLOTRIMAZOLE  CREAM 
TOPICAL  1%  15GM 

TU 

24.00 

2.00 

2.40 

2.40 

$105.36 

0.20 

0.20 

$8.78 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-5 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505011067281 

CLOTRIMAZOLE 

VAGINAL  CREAM  1% 

45GM 

TU 

5.00 

1.00 

0.95 

0.50 

$16.45 

0.19 

0.10 

$3.29 

C 

6505010628010 

CYCLOBENZAPRINE 
HYDROCHTAB  10MG  100S 

BT 

4.00 

1.00 

0.64 

0.69 

$556.68 

0.16 

0.17 

$139.17 

c 

6505010914838 

CYCLOPENTOLATE 
HYDROCHLORIDE  1% 

OPHTH  SOLUT  5 

BT 

6.00 

2.00 

0.18 

1.29 

$17.82 

0.06 

0.43 

$5.94 

A 

6505014926420 

DEXAMETHASONE  SODIUM 
4MG/ML  5ML  VI  25  S 

PG 

1.00 

1.00 

0.25 

0.35 

$31.62 

0.25 

0.35 

$31.62 

c 

6505001068715 

DEXTROAMPHETAMINE 
SULFATE  5MG  TAB  100S 

BT 

2.00 

1.00 

1.20 

0.20 

$12.88 

0.60 

0.10 

$6.44 

B 

6505013181565 

DEXTROMETHORPH 
HYDROBROMIDE&GUAIF 
SYR  118ML 

BT 

24.00 

25.00 

15.84 

2.40 

$35.04 

16.50 

2.50 

$36.50 

A 

6505001161025 

DEXTROSE  &  SODIUM 
CHLORIDE  INJ  1000ML  BAG 
12S 

BX 

1.00 

1.00 

31.00 

1.00 

$11.58 

31.00 

1.00 

$11.58 

A 

6505013318941 

DEXTROSE  INJ  5%  250ML 

BAG  24S 

PG 

1.00 

1.00 

13.00 

0.95 

$45.38 

13.00 

0.95 

$45.38 

B 

6505015015408 

DEXTROSE  INJ  50%  50ML 
CART-  NDL  50S 

PG 

1.00 

3.00 

3.50 

0.16 

$35.70 

10.50 

0.47 

$107.10 

B 

6505015053476 

DIAZEPAM  INJ  5MG/ML  2  ML 
10S 

PG 

1.00 

3.00 

0.20 

0.10 

$19.85 

0.60 

0.30 

$59.55 

B 

6505002999535 

DIBUCAINE  OINTMENT  1% 
lOZ  TUBE  W/APPLICATOR 

TU 

3.00 

4.00 

0.30 

0.30 

$13.65 

0.40 

0.40 

$18.20 

A 

6505005317761 

DIGOXIN  INJ  0.2 5 MG/ML  2ML 
AMP  10S 

PG 

1.00 

1.00 

0.25 

0.61 

$30.98 

0.25 

0.61 

$30.98 

A 

6505015182962 

DIPHENHYDRAMINE 
HYDROCH  50MG/ML  1ML 
CARP  10S 

PG 

1.00 

1.00 

0.55 

0.12 

$14.52 

0.55 

0.12 

$14.52 

A 

6505011534335 

DOXYCYCLINE  HYCLATE 

TAB  100MG  500S 

BT 

2.00 

2.00 

0.62 

0.20 

$101.10 

0.62 

0.20 

$101.10 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-6 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6505011040399 

DROPERIDOL  1NJ  2.5MG/ML 
2ML  AMP  10S 

PG 

1.00 

2.00 

0.14 

0.10 

$9.78 

0.28 

0.20 

$19.56 

A 

6508012446517 

EMOLLIENT  LOTION  40Z 
118ML 

BT 

1.00 

1.00 

0.33 

0.33 

$0.39 

0.33 

0.33 

$0.39 

C 

6505015058466 

ENOXAPARIN  INJ  80MG  IN 
0.8ML  H20  10S 

PG 

2.00 

1.00 

1.00 

0.20 

$787.38 

0.50 

0.10 

$393.69 

C 

6505015058467 

ENOXAPARIN  INJ  80MG  IN 
0.8ML  H20  10S 

PG 

2.00 

1.00 

1.00 

0.20 

$787.38 

0.50 

0.10 

$393.69 

B 

6505002998760 

EPINEPHRINE  INJ  AQUEOUS 
1ML  AMP  25S 

PG 

2.00 

4.00 

0.30 

0.20 

$79.68 

0.59 

0.40 

$159.36 

B 

6505010932384 

EPINEPHRINE  INJ  .1  MG/ML 
SYR-NEEDLE  10ML  10S 

PG 

2.00 

3.00 

2.39 

0.20 

$70.26 

3.59 

0.30 

$105.39 

C 

6505011527626 

EPINEPHRINE  INJ  1:1000 
AUTOMATIC  0.3ML 

EA 

2.00 

1.00 

0.25 

0.20 

$122.88 

0.13 

0.10 

$61.44 

B 

6505012348144 

ERYTHROMYCIN 
OPHTHALMIC  OINTMENT 
5MG/GM  50S 

PG 

1.00 

2.00 

0.38 

0.10 

$265.83 

0.75 

0.20 

$531.66 

B 

6505015334392 

ETOMIDATE  INJ  2  MG/ML 
20ML  SDV  VI  10S 

PG 

1.00 

3.00 

0.25 

0.15 

$191.70 

0.75 

0.45 

$575.10 

C 

6505014253169 

FAMCICLOVIR  TAB 

125MG  30S 

BT 

6.00 

2.00 

3.30 

0.66 

$578.82 

1.10 

0.22 

$192.94 

A 

6505010731316 

FENTANYL  CITRATE  INJ  .05 
MG/ML  5ML  AMP  10S 

PG 

2.00 

2.00 

0.63 

0.03 

$8.14 

0.63 

0.03 

$8.14 

B 

6505013953039 

FLUCONAZOLE  TAB  150MG 

I.S.  12S 

PG 

2.00 

4.00 

0.41 

0.20 

$386.08 

0.83 

0.40 

$772.16 

A 

6505013548591 

FLUMAZENIL  INJ  0.1MG/ML 
10ML  VI  10S 

PG 

1.00 

1.00 

0.03 

0.10 

$1,477.71 

0.03 

0.10 

$1,477.71 

A 

6505001490160 

FLUOC IN ONIDE  CREAM 

0.05%  15GM  TUBE 

TU 

6.00 

6.00 

0.60 

0.60 

$81.18 

0.60 

0.60 

$81.18 

C 

6505015032390 

FLUORESCEIN  SODIUM 
OPHTHALMIC  STRIPS  IMG 
100S 

PG 

3.00 

2.00 

0.30 

0.30 

$30.42 

0.20 

0.20 

$20.28 

B 

6505015326924 

FLUTICASONE  PROPIONATE 
INH  AER  1 10MCG/12GM 

EA 

5.00 

10.00 

1.25 

0.50 

$500.35 

2.50 

1.00 

$1,000.70 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-7 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6505015326922 

FLUTICASONE  PROPIONATE 
INH  AERSOL  220MCG/12GM 

EA 

5.00 

10.00 

1.25 

0.50 

$773.05 

2.50 

1.00 

$1,546.10 

C 

6505014107226 

FLUTICASONE  PROPIONATE 
NASAL  SPRAY  16GM 

EA 

20.00 

2.00 

2.91 

2.00 

$1,199.80 

0.29 

0.20 

$119.98 

C 

6505014359293 

FOSPHENYTOIN  SODIUM  INJ 
50MG/ML  2  ML  VI  25  S 

PG 

2.00 

1.00 

0.88 

0.40 

$933.28 

0.44 

0.20 

$466.64 

C 

6505010222646 

GENTAMICIN  SULF 

OPHTH  SOL  3 MG/ML  5 ML 

BT 

10.00 

2.00 

0.70 

0.20 

$12.90 

0.14 

0.04 

$2.58 

B 

6505012139514 

GENTAMICIN  SULFATE  INJ 
40MG  2ML  VI  25  S 

PG 

1.00 

2.00 

0.49 

0.10 

$28.68 

0.97 

0.20 

$57.36 

C 

6505004321065 

GENTAMICIN  SULFATE 
OPHTH  OINT  3.5GM  TU 

TU 

5.00 

2.00 

0.15 

0.10 

$14.40 

0.06 

0.04 

$5.76 

C 

6505014667505 

GLUCAGON  INJ  1  MG  SDV 

EA 

6.00 

1.00 

0.60 

0.60 

$503.76 

0.10 

0.10 

$83.96 

B 

6505015390884 

GLYCOPYRROLATE 

0.2MG/ML  20ML  VI  10S 

PG 

1.00 

2.00 

1.00 

0.10 

$14.01 

2.00 

0.20 

$28.02 

A 

6505010980221 

GUAIFENE  SIN &CODEINE 
PHOSPHATE  SYRUP  4FL  OZ 

BT 

12.00 

12.00 

4.12 

1.20 

$39.60 

4.12 

1.20 

$39.60 

A 

6505002688530 

HALOPERIDOL  INJ  5MG/ML 
1ML  AMP  10S 

PG 

1.00 

1.00 

0.13 

0.10 

$102.15 

0.13 

0.10 

$102.15 

B 

6505013508164 

HEMORRHOIDAL 
SUPPOSITORIES  12S 

PG 

1.00 

2.00 

0.85 

0.10 

$87.26 

1.70 

0.20 

$174.52 

A 

6505013667518 

HEPARIN  SODIUM  INJ  20000 
UNITS/ML  1ML  VI  25  S 

PG 

1.00 

1.00 

0.26 

0.18 

$56.81 

0.26 

0.18 

$56.81 

A 

6505012811247 

HETASTARCH  IN  SOD 

CHLOR  INJ  500ML  12S 

PG 

1.00 

1.00 

15.65 

0.10 

$726.75 

15.65 

0.10 

$726.75 

C 

6505012775327 

HYDROCODONE 
BITARTRATE&ACETAMIN 
TABS  I.S.  100 

PG 

3.00 

1.00 

0.48 

0.02 

$30.99 

0.16 

0.01 

$10.33 

C 

6505011899903 

HYDROCODONE 

BIT  ARTRATE&ACETAMINOP 
HEN  TAB  100S 

BT 

4.00 

2.00 

1.00 

0.40 

$12.84 

0.50 

0.20 

$6.42 

c 

6505009262095 

HYDROCORTISONE 

CREAM  1%  1  OZ  (28.35 

GM) 

TU 

48.00 

14.00 

4.80 

4.80 

$220.32 

1.40 

1.40 

$64.26 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-8 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6505015060484 

HYDROXYZINE  HYDROCH 

1NJ  50MG/ML  10ML  VI  25S 

PG 

1.00 

2.00 

1.00 

0.20 

$19.79 

2.00 

0.40 

$39.58 

C 

6505012149062 

IBUPROFEN  TAB  800  MG 

500S 

BT 

10.00 

3.00 

14.26 

1.00 

$1,242.60 

4.28 

0.30 

$372.78 

D 

6505014470084 

INDINAVIR  SULFATE  CAP 
400MG  180S 

BT 

1.00 

0.00 

0.50 

1.41 

$483.09 

0.00 

0.00 

$0.00 

A 

6505011909248 

INSULIN  HUMAN  INJ  MOD 
100  UNITS/ML  10ML  VI 

VI 

4.00 

4.00 

0.60 

0.40 

$40.04 

0.60 

0.40 

$40.04 

A 

6505012171244 

INSULIN  HUMAN 

ISOPHANE  SUSP  100 

UN/ML  10ML  VI 

VI 

4.00 

4.00 

0.40 

0.40 

$68.16 

0.40 

0.40 

$68.16 

A 

6505015369470 

IPRATROPIUM  BROMIDE 
INHAL  AERO  13GM 

200SPRAYS 

EA 

3.00 

3.00 

3.00 

0.60 

$305.79 

3.00 

0.60 

$305.79 

A 

6505013916109 

IPRATROPIUM  BROMIDE 

IN  HAL  AT  SOL  2.5ML  VI  25S 

PG 

1.00 

1.00 

0.29 

0.10 

$4.82 

0.29 

0.10 

$4.82 

A 

6505014437083 

ISOFLURANE  100ML  BT  6S 

PG 

2.00 

2.00 

7.57 

0.34 

$146.06 

7.57 

0.34 

$146.06 

C 

6505010719112 

ISOMETHEPT  MUCATE 
ACETAMIN/DICHLOR  CAPS 
100S 

BT 

3.00 

2.00 

1.80 

0.30 

$27.96 

1.20 

0.20 

$18.64 

A 

6505001326904 

ISONIAZID  TAB  300  MG 

100S 

BT 

1.00 

1.00 

0.29 

0.10 

$26.31 

0.29 

0.10 

$26.31 

C 

6505012729401 

KETOCONAZOLE  CREAM 
2%  15GM  TUBE 

TU 

10.00 

6.00 

2.00 

1.00 

$60.90 

1.20 

0.60 

$36.54 

C 

6505014821064 

KETOROLAC 

TROMETHAMINE  INJ 

30MG/ML  1ML  10S 

PG 

4.00 

3.00 

1.60 

0.40 

$228.24 

1.20 

0.30 

$171.18 

D 

6505014629945 

LAMIVUDINE  AND 
ZIDOVUDINE  CAP  60S 

BT 

2.00 

0.00 

1.10 

0.20 

$1,769.38 

0.00 

0.00 

$0.00 

C 

6505015419595 

LEVALBUTEROL 
TARTRATE  45MCG  INH 
W/ADAPT  15GM 

PG 

12.00 

8.00 

3.96 

1.32 

$277.92 

2.64 

0.88 

$185.28 

C 

6505014448356 

LEVOFLOXACIN  INJ 

25MG/ML  20ML  SDV  20S 

VI 

20.00 

3.00 

10.00 

4.00 

$471.60 

1.50 

0.60 

$70.74 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-9 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 
qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505014446633 

LEVOFLOXACIN  TAB  250 
MG  100S 

PG 

3.00 

2.00 

1.65 

0.36 

$904.50 

1.10 

0.24 

$603.00 

C 

6505014446632 

LEVOFLOXACIN  TAB  500  MG 
50S 

BT 

6.00 

2.00 

3.60 

0.35 

$904.50 

1.20 

0.12 

$301.50 

c 

6505012240176 

LEVONORGESTREL  AND 
ETHINYL  ESTRADIOL 
TABLETS 

PG 

6.00 

2.00 

2.70 

0.60 

$40.74 

0.90 

0.20 

$13.58 

c 

6505011947265 

LIDOCAINE  HCL  0.4%  &  D5W 
INJ500ML  BAG  18S 

PG 

9.00 

1.00 

220.50 

7.83 

$1,171.35 

24.50 

0.87 

$130.15 

B 

6505005843131 

LIDOCAINE  HCL  JELLY  2% 
30ML 

TU 

2.00 

3.00 

0.25 

0.20 

$4.84 

0.37 

0.30 

$7.26 

C 

6505005986116 

LIDOCAINE  HYDROCH  INJ 
1.0%/ML  50ML 

BT 

12.00 

4.00 

2.99 

1.20 

$230.64 

1.00 

0.40 

$76.88 

A 

6505011065499 

LIDOCAINE  HYDROCH  INJ 
10ML  5S 

PG 

2.00 

2.00 

0.58 

0.20 

$37.26 

0.58 

0.20 

$37.26 

C 

6505007854357 

LIDOCAINE  OINTMENT  5% 
35GM 

TU 

4.00 

3.00 

0.52 

1.16 

$9.20 

0.39 

0.87 

$6.90 

C 

6505010666568 

LOPERAMIDE  HYDROCH 

CAPS  2MG  100S 

BT 

4.00 

2.00 

0.40 

0.40 

$27.56 

0.20 

0.20 

$13.78 

c 

6505013771432 

LORATADINE  TAB  10MG 

100S 

BT 

4.00 

2.00 

3.56 

0.80 

$411.08 

1.78 

0.40 

$205.54 

B 

6505001507622 

LUBRICANT  OPHTHALMIC 
TOPICAL  1/80Z 

TU 

4.00 

8.00 

0.40 

0.40 

$43.32 

0.80 

0.80 

$86.64 

A 

6505001117829 

LUBRICANT  SURGICAL  5 
GRAM  144S 

PG 

1.00 

1.00 

0.93 

0.10 

$25.05 

0.93 

0.10 

$25.05 

B 

6505015168407 

MAGNESIUM  SULFATE  INJ 

10S 

PG 

1.00 

3.00 

1.00 

0.85 

$56.24 

3.00 

2.55 

$168.72 

A 

6505011253253 

MANNITOL  INJ  25%  50ML 
SINGLE  DOSE  VI  25S 

PG 

1.00 

1.00 

0.19 

0.10 

$35.91 

0.19 

0.10 

$35.91 

C 

6505013881364 

MEBENDAZOLE  TAB 
100MGI.S.  12S 

PG 

3.00 

1.00 

0.22 

0.30 

$129.75 

0.07 

0.10 

$43.25 

A 

6505009262111 

MECLIZINE  HYDROCH 

TAB  CHEW  25  MG  100S 

BT 

1.00 

1.00 

0.11 

0.10 

$5.73 

0.11 

0.10 

$5.73 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-10 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 
qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505015054693 

MEPERIDINE  HYDROCH  INJ 
100MG/ML  1ML  10S 

PG 

5.00 

3.00 

2.75 

0.75 

$40.50 

1.65 

0.45 

$24.30 

C 

6505015055812 

MEPERIDINE  HYDROCH  INJ 
50MG/ML  1ML  10S 

PG 

5.00 

3.00 

2.75 

0.75 

$38.70 

1.65 

0.45 

$23.22 

A 

6505008237942 

MEPIVACAINE 

HCL&LEV  ON  ORDEFRIN 
1.8MLCART  50S 

PG 

1.00 

1.00 

0.38 

0.10 

$37.50 

0.38 

0.10 

$37.50 

D 

6505014139610 

METFORMIN 
HYDROCHLORIDE  TAB 
500MG  100S 

BT 

2.00 

0.00 

0.20 

0.20 

$213.82 

0.00 

0.00 

$0.00 

B 

6505012321987 

METHYLPREDNIS  SOD  SUCC 
INJ  2GRAMS  IN  50ML  VI 

PG 

2.00 

6.00 

1.00 

0.20 

$86.46 

3.00 

0.60 

$259.38 

A 

6505011080808 

METHYLPREDNISOLONE 
SOD  SUCCIN  FOR  INJ 
1000MG 

CO 

1.00 

1.00 

0.12 

0.10 

$22.19 

0.12 

0.10 

$22.19 

A 

6505012683738 

METOCLOPRAMIDE  INJ 
5MG/ML  2ML  VI  25  S 

PG 

1.00 

1.00 

1.00 

0.10 

$14.04 

1.00 

0.10 

$14.04 

C 

6505013092742 

METOPROLOL  TARTRATE 

INJ  1  MG/ML  5ML  AMPS  12S 

PG 

12.00 

1.00 

6.60 

0.13 

$572.52 

0.55 

0.01 

$47.71 

B 

6505014626450 

METRONIDAZOLE  INJ 
500MG/100ML  BAG  24S 

PG 

1.00 

2.00 

7.86 

0.69 

$33.04 

15.72 

1.38 

$66.08 

B 

6505008901840 

METRONIDAZOLE  TAB 

250MG  250S 

BT 

1.00 

2.00 

0.26 

0.10 

$134.16 

0.52 

0.20 

$268.32 

B 

6505012444736 

MIDAZOLAM  HYDROCH  INJ 
5MG/ML  1ML  VI  10S 

PG 

2.00 

4.00 

0.36 

0.20 

$35.08 

0.72 

0.40 

$70.16 

C 

6505001487263 

MILK  OF  MAGNESIA  12  FL 

OZ  (355  ML) 

BT 

3.00 

2.00 

2.10 

0.36 

$4.92 

1.40 

0.24 

$3.28 

A 

6505015055813 

MORPHINE  SULFATE  INJ 
10MG/ML  1ML  10S 

PG 

4.00 

4.00 

4.00 

0.60 

$41.16 

4.00 

0.60 

$41.16 

C 

6505015090677 

MOXIFLOX 

OPHTHAHL  ORIDE 

5MG/ML  0.5%  3ML 

BT 

4.00 

1.00 

0.40 

0.40 

$508.04 

0.10 

0.10 

$127.01 

B 

6505015334126 

NALOXONE  HYDROCH  INJ 

0.4  MG/ML  1ML  VI  10S 

PG 

2.00 

3.00 

2.00 

0.20 

$16.92 

3.00 

0.30 

$25.38 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-l  1 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505015331574 

NAPHAZOLINE 
HCL&PHENIRAMINE  MAL 
OPHT  SOL  15ML 

BT 

20.00 

4.00 

2.00 

2.00 

$268.80 

0.40 

0.40 

$53.76 

B 

6505011868758 

NAPROXEN  TAB  500  MG  500S 

BT 

1.00 

2.00 

1.10 

1.10 

$42.70 

2.20 

2.20 

$85.40 

A 

6505010141378 

NEOMYCIN  POLYMY 
HYDROCORT  OTIC  SOL 
10ML 

BT 

1.00 

1.00 

0.13 

0.10 

$1.34 

0.13 

0.10 

$1.34 

A 

6505014977913 

NEOSTIGMINE 
METHYLSULFATE  INJ 

1  MG/ML  10ML  10S 

PG 

1.00 

1.00 

0.50 

0.50 

$54.18 

0.50 

0.50 

$54.18 

D 

6505014813146 

NICOTINE  POLACRILEX 
GUM  2MG  108S 

KT 

1.00 

0.00 

0.75 

0.15 

$47.63 

0.00 

0.00 

$0.00 

D 

6505015050859 

NICOTINE  POLACRILEX 
GUM  4  MG  48S 

KT 

1.00 

0.00 

0.75 

0.15 

$37.50 

0.00 

0.00 

$0.00 

D 

6505014464897 

NICOTINE 

TRANSDERMAL  SYSTEM 
14MG  7S 

PG 

5.00 

0.00 

3.75 

0.75 

$112.05 

0.00 

0.00 

$0.00 

D 

6505014464896 

NICOTINE 

TRANSDERMAL  SYSTEM 
21MG  7S 

PG 

5.00 

0.00 

3.75 

0.75 

$175.35 

0.00 

0.00 

$0.00 

D 

6505014464900 

NICOTINE 

TRANSDERMAL  SYSTEM 
7MG  7S 

PG 

5.00 

0.00 

3.75 

0.75 

$112.05 

0.00 

0.00 

$0.00 

A 

6505013432489 

NITROGLYCERIN  IN 
DEXTROSE  INJ  250ML  12S 

PG 

1.00 

1.00 

2.00 

0.45 

$62.85 

2.00 

0.45 

$62.85 

A 

6505014860542 

NITROGLYCERIN  LINGUAL 
AEROSOL  0.4MG 

EA 

5.00 

5.00 

2.50 

0.50 

$145.05 

2.50 

0.50 

$145.05 

B 

6505011533379 

NITROGLYCERIN  TAB  0.4MG 
25  TABS  4S 

PG 

2.00 

3.00 

0.38 

0.20 

$28.50 

0.57 

0.30 

$42.75 

C 

6505002999496 

NOREPINEPHRINE 
BITARTRATE  INJ  4ML  AMP 

10S 

PG 

10.00 

1.00 

3.50 

0.21 

$504.40 

0.35 

0.02 

$50.44 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-12 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 
qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505015062659 

NORETHINDRONE  & 

ETHINTL  ESTRADIOL  TAB 

168S 

PG 

3.00 

2.00 

1.65 

0.30 

$735.57 

1.10 

0.20 

$490.38 

B 

6505013945963 

ONDANSETRON  HYDROCH 

1NJ  2MG/ML  2ML  VI  5  S 

PG 

2.00 

4.00 

2.30 

0.20 

$219.84 

4.60 

0.40 

$439.68 

A 

6505015312720 

OPHTHALMIC  IRRIGATION 

120  ML 

BT 

4.00 

4.00 

0.44 

0.24 

$25.64 

0.44 

0.24 

$25.64 

C 

6505013625340 

OXYCODONE  AND 
ACETAMINOPHEN  TABS 
100S 

PG 

3.00 

1.00 

0.33 

0.03 

$97.17 

0.11 

0.01 

$32.39 

C 

6505008694177 

OXYMET  AZOLINE 

HYDROCH  NASAL 

SOLUTION  15ML 

BT 

36.00 

2.00 

3.60 

3.60 

$37.44 

0.20 

0.20 

$2.08 

c 

6505001490141 

PENICILLIN  V  POTASSIUM 
TAB  400000  UNITS  100S 

BT 

8.00 

3.00 

1.60 

0.80 

$239.28 

0.60 

0.30 

$89.73 

c 

6505013218812 

PERMETHRIN  CREAM  60GM 
TUBE 

TU 

5.00 

2.00 

0.83 

0.50 

$165.10 

0.33 

0.20 

$66.04 

c 

6505012564972 

PERMETHRIN  CREAM  RINSE 
0.100%  2FL  OZ 

BT 

5.00 

2.00 

1.03 

0.50 

$34.35 

0.41 

0.20 

$13.74 

c 

6505002545527 

PETROLATUM  WHITE  1 

OZ  (28.35  GM) 

TU 

5.00 

3.00 

0.50 

0.50 

$2.20 

0.30 

0.30 

$1.32 

B 

6505001388461 

PHENAZOPYRIDINE 

HYDROCH  TAB  100MG  100S 

BT 

1.00 

2.00 

0.90 

0.10 

$58.08 

1.80 

0.20 

$116.16 

C 

6505015084409 

PHENOBARBITAL  SODIUM 
60MG/ML  1ML  SYR  10S 

PG 

3.00 

1.00 

6.00 

0.60 

$103.11 

2.00 

0.20 

$34.37 

A 

6505013740524 

POTASSIUM  CHLORIDE  1NJ 
CONC  50ML  BAG  24S 

PG 

1.00 

1.00 

8.75 

0.16 

$60.78 

8.75 

0.16 

$60.78 

B 

6505014133410 

PRAVASTATIN  SODIUM 
TABLETS  90S 

BT 

1.00 

2.00 

0.35 

0.10 

$258.66 

0.70 

0.20 

$517.32 

C 

6505011684445 

PRAZIQUANTEL  TAB 

600MG  6S 

BT 

6.00 

1.00 

0.32 

0.60 

$362.46 

0.05 

0.10 

$60.41 

A 

6505001335843 

PREDNISOLONE  ACETATE 
OPHTHALMIC  1%  5  ML 

BT 

2.00 

2.00 

0.20 

0.20 

$49.54 

0.20 

0.20 

$49.54 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-13 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

B 

6505012308725 

PREDNISONE  TAB  20MG 
I.S.100S 

PG 

1.00 

2.00 

0.55 

0.10 

$9.47 

1.10 

0.20 

$18.94 

A 

6505012408703 

PROCAINAMIDE  HYDROCH 
1NJ  100MG/ML  10ML  VI  25  S 

PG 

1.00 

1.00 

2.07 

0.10 

$21.15 

2.07 

0.10 

$21.15 

B 

6505006807352 

PROMETHAZINE  HYDROCH 
INJ  25MG/ML  1ML  AMP  25  S 

PG 

1.00 

3.00 

0.25 

0.10 

$22.13 

0.76 

0.30 

$66.39 

B 

6505014348622 

PROPOFOL  INJ  10MG/ML 

50ML  VI  20S 

PG 

1.00 

2.00 

6.82 

0.39 

$95.61 

13.64 

0.78 

$191.22 

A 

6508013723174 

PROTECTIVE  CREAM 

SKIN  CARE  3.50Z  TUBE 

12S 

PG 

1.00 

1.00 

2.85 

0.10 

$96.11 

2.85 

0.10 

$96.11 

C 

6505013258790 

PSEUDOEPHEDR1NE  HCL 
&GUAIFEN  EX-REL  TAB  100S 

BT 

5.00 

2.00 

1.25 

0.50 

$44.85 

0.50 

0.20 

$17.94 

C 

6505014939575 

RABEPRAZOLE  SODIUM  TAB 
20MG  90S 

BT 

4.00 

2.00 

2.20 

0.48 

$1,338.24 

1.10 

0.24 

$669.12 

c 

6505015138441 

RACEPIN EPHR1NE  INHAL 

SOL  0.5ML  VI  30S 

PG 

2.00 

1.00 

1.10 

0.24 

$84.42 

0.55 

0.12 

$42.21 

A 

6505012085955 

RANITIDINE  INJ  25MG/ML 

2ML  SINGLE  DOSE  VI  10S 

PG 

2.00 

2.00 

0.40 

0.20 

$24.70 

0.40 

0.20 

$24.70 

c 

6505011607702 

RANITIDINE  TAB  150MG  60S 

BT 

12.00 

2.00 

1.06 

1.20 

$1,327.56 

0.18 

0.20 

$221.26 

A 

6505001656575 

RIFAMPIN  CAP  300MG 

100S 

BT 

1.00 

1.00 

0.16 

0.10 

$78.42 

0.16 

0.10 

$78.42 

C 

6505014623025 

RINGER'S  INJ  LACTATED 
1000ML  14S 

PG 

6.00 

2.00 

179.05 

18.00 

$142.14 

59.68 

6.00 

$47.38 

D 

6505015093593 

ROSIGLITAZONE 

MALEATE  TAB  2MG  60S 

BT 

2.00 

0.00 

1.10 

0.24 

$349.30 

0.00 

0.00 

$0.00 

A 

6505010880499 

SCOPOLAMINE 

HYDROBROM  INJ  0.4MG/ML 
1ML  VI  25  S 

PG 

1.00 

1.00 

0.36 

0.10 

$135.35 

0.36 

0.10 

$135.35 

B 

6505002998671 

SELENIUM  SULFIDE  LOTION 
2.5%  TOPICAL  120ML 

BT 

4.00 

6.00 

1.35 

0.40 

$12.08 

2.02 

0.60 

$18.12 

C 

6505015356108 

SERTRALINE  HYDROCH  TAB 
100MG  30S 

BT 

15.00 

4.00 

5.25 

1.65 

$393.30 

1.40 

0.44 

$104.88 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-14 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

6505002999672 

SILVER  NITRATE 
APPLICATORS  6  INCH  100S 

CO 

1.00 

1.00 

0.13 

0.15 

$19.28 

0.13 

0.15 

$19.28 

B 

6505013719633 

SIMETHICONE  TAB  80MG 

100S 

PG 

1.00 

2.00 

1.50 

0.15 

$4.88 

3.00 

0.30 

$9.76 

B 

6505011541748 

SOD  CHLOR  INHALATION 
SOLUTION  5ML  100S 

PG 

1.00 

3.00 

1.71 

0.10 

$11.46 

5.14 

0.30 

$34.38 

A 

6505013308924 

SOD  CHLOR  1NJ  0.9%  100ML 
BAG  64S 

PG 

1.00 

1.00 

13.00 

2.00 

$85.44 

13.00 

2.00 

$85.44 

A 

6505012870626 

SOD  CHLOR  INJ  0.9%  10ML 

VI  25S 

PG 

1.00 

1.00 

0.25 

0.06 

$6.77 

0.25 

0.06 

$6.77 

B 

6505012910333 

SOD  CHLOR  INJ  500  ML  24S 

PG 

1.00 

2.00 

0.55 

0.10 

$50.61 

1.10 

0.20 

$101.22 

A 

6505013308926 

SOD  CHLOR  IRRIGATION 

0.9%  1000ML  16S 

PG 

3.00 

3.00 

99.00 

9.00 

$73.44 

99.00 

9.00 

$73.44 

B 

6505001394561 

SODIUM  BICARBONATE  INJ 
50ML  10S 

PG 

2.00 

3.00 

0.60 

0.60 

$34.34 

3.90 

0.90 

$51.51 

C 

6505013306269 

SODIUM  CHLORIDE  FOR  INJ 
1000ML  BAG  12S 

PG 

6.00 

4.00 

144.00 

18.00 

$69.48 

96.00 

12.00 

$46.32 

A 

6505012292151 

SODIUM  CITRATE  & 

CITRIC  ACID  ORAL  SOL 
500ML 

BT 

1.00 

1.00 

1.05 

0.20 

$10.17 

1.05 

0.20 

$10.17 

A 

6505000551472 

SODIUM  POLYSTYRENE 
SULFONATE  1LB 
(453.6GM) 

BT 

1.00 

1.00 

2.21 

0.09 

$191.66 

2.21 

0.09 

$191.66 

C 

6505012804733 

SULFADIAZINE  SILVER 
CREAM  1%  85GM 

TU 

15.00 

4.00 

2.25 

1.50 

$80.85 

0.60 

0.40 

$21.56 

A 

6505005607331 

SULFADIAZINE  SILVER 
CREAM  1%  TOPICAL  400GM 

JR 

3.00 

3.00 

3.05 

0.45 

$48.30 

3.05 

0.45 

$48.30 

A 

6505015063435 

SUNSCREEN 

PREPARATION  SPF-30  40Z 

EA 

3.00 

3.00 

0.93 

0.30 

$10.05 

0.93 

0.30 

$10.05 

A 

6505013679542 

TEMAZEPAM  CAPS  15MG 
100S 

PG 

1.00 

1.00 

0.45 

0.01 

$17.04 

0.45 

0.01 

$17.04 

C 

6505005824737 

TETRACAINE  HYDROCH 
OPHTH  SOL  0.5%  15  ML 

BT 

6.00 

2.00 

1.20 

0.88 

$11.10 

0.40 

0.29 

$3.70 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-15 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

C 

6505011468755 

TOBRAMYCIN  OPHTHALMIC 
OINTMENT  3.5GM  TUBE 

TU 

5.00 

2.00 

1.00 

0.50 

$267.85 

0.40 

0.20 

$107.14 

C 

6505014807897 

TOLNAFTATE  POWDER  USP 
ATHLETE  FOOT  JOCK  ITCH 

BT 

72.00 

2.00 

82.80 

10.80 

$140.40 

2.30 

0.30 

$3.90 

A 

6505014960802 

TRAMADOL  AND 
ACETAMINOPHEN  100S 

BT 

2.00 

2.00 

1.10 

0.24 

$201.16 

1.10 

0.24 

$201.16 

C 

6505015152457 

TRIAMCINOLONE  ACETO 
NASAL  SPRAY 

BT 

10.00 

2.00 

5.50 

1.20 

$825.00 

1.10 

0.24 

$165.00 

C 

6505006828194 

TRIAMCINOLONE 
ACETONIDE  CREAM  0.1% 

15  GM 

TU 

24.00 

3.00 

2.40 

2.40 

$18.48 

0.30 

0.30 

$2.31 

D 

6505009268913 

TRIAMCINOLONE 
ACETONIDE  DENTAL 
PASTE  5GM 

TU 

10.00 

0.00 

1.00 

1.74 

$329.80 

0.00 

0.00 

$0.00 

B 

6505012478801 

VANCOMYCIN  HYDROCH 

1GM  VI 10S 

PG 

1.00 

3.00 

0.61 

0.10 

$57.45 

1.82 

0.30 

$172.35 

B 

6505012580983 

VECURONIUM  BROMIDE  INJ 
10MG/ML  10ML  VI  10S 

PG 

1.00 

4.00 

0.45 

0.10 

$33.21 

1.80 

0.40 

$132.84 

C 

6505015435664 

VENLAFAXINE 

HYDROCHLOR  EXT 

RELEASE  24-HRS  90 

BT 

10.00 

4.00 

10.00 

3.00 

$2,363.10 

4.00 

1.20 

$945.24 

A 

6505011313855 

VERAPAMIL  HYDROCH  INJ 
5MG/2ML  VI  5  S 

PG 

1.00 

1.00 

0.31 

0.10 

$3.77 

0.31 

0.10 

$3.77 

C 

6505012870627 

WATER  FOR  INJ  10ML 

SINGLE  DOSE  25S 

PG 

2.00 

1.00 

2.70 

0.40 

$19.44 

1.35 

0.20 

$9.72 

A 

6505013308932 

WATER  FOR  IRRIGATION 
1000ML  16S 

PG 

3.00 

3.00 

99.00 

9.00 

$90.75 

99.00 

9.00 

$90.75 

C 

6505001501990 

ZINC  OXIDE  OINTMENT  1 
OZ  (28.35  GM) 

TU 

10.00 

2.00 

1.00 

1.00 

$20.40 

0.20 

0.20 

$4.08 

C 

6505014354312 

ZOLPIDEM  TARTRATE  TAB 

10  MG  100S 

PG 

2.00 

1.00 

0.70 

0.20 

$584.56 

0.35 

0.10 

$292.28 

Consumables 

A 

7690012538287 

DISPENSER  PHARMACY 
LABEL  WHTE  9-1/2 

EA 

1.00 

1.00 

2.00 

0.10 

$43.92 

2.00 

0.10 

$43.92 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  J-16 


Status 

NSN 

Supply  description 

UI 

Pre-FDE 

qty 

Post  - 
FDE 

qty 

Pre-FDE 

wt. 

Pre- 

FDE 

cube 

Pre-FDE 

cost 

Post- 

FED 

wt. 

Post- 

FDE 

cube 

Post-FDE 

cost 

A 

7690012545797 

LABEL  DO  NOT  DRINK 
ALCOHOLIC  BEV  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$21.38 

2.00 

0.10 

$21.38 

A 

7690012549545 

LABEL  DO  NOT  TAKE 
DAIRY  PROD  ANT  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$13.50 

2.00 

0.10 

$13.50 

A 

7690012574639 

LABEL  MAY  CAUSE 
DISCOLORATION  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$6.83 

2.00 

0.10 

$6.83 

A 

7690012624496 

LABEL  MAY  CAUSE 
DROWSINESS  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$9.98 

2.00 

0.10 

$9.98 

A 

7690012556309 

LABEL  MED  TAKE 
W/WATER  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$9.00 

2.00 

0.10 

$9.00 

A 

7690012552831 

LABEL  PAPER  1.5X.375IN 
FED.  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$12.00 

2.00 

0.10 

$12.00 

A 

7690012273544 

LABEL  PAPER  LEGEND 

RED  WHITE  A8  1000S 

RO 

1.00 

1.00 

0.80 

0.10 

$8.69 

0.80 

0.10 

$8.69 

A 

7690011885312 

LABEL  PAPER  RED  ADH 
PRESSURE  SENS  1000S 

PG 

1.00 

1.00 

2.50 

0.29 

$8.69 

2.50 

0.29 

$8.69 

A 

7690012556786 

LABEL  RECT  USE  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$22.50 

2.00 

0.10 

$22.50 

A 

7690012610439 

LABEL  TAKE 

W/FOOD/MILK  1000S 

RO 

1.00 

1.00 

2.00 

0.10 

$9.98 

2.00 

0.10 

$9.98 

A 

7530011728862 

LABEL  WHITE  1.75INX 
2.75IN  1000S 

PG 

1.00 

1.00 

8.00 

0.35 

$27.38 

8.00 

0.35 

$27.38 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 

D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  K-l 


Appendix  K  Logistics  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

Pre 

FDE 

qty 

Post 

FDE 

qty 

Pre 

FDE 

wt. 

Pre 

FDE 

cube 

PRE  FDE 

cost 

Post 

FDE 

wt. 

Post  FDE 
cube 

Post  FDE 

cost 

Equi 

tment 

A 

6530015123106 

BAG  HOT  WATER-ICE  2QT 
CAPACITY 

EA 

1.00 

1.00 

1.00 

0.25 

$4.95 

1.00 

0.25 

$4.95 

A 

7210007157985 

BLANKET  BED  90X66IN 
SOLID  WOOL 

OLIVE/GREEN 

EA 

15.00 

15.00 

70.05 

5.40 

$650.10 

70.05 

5.40 

$650.10 

A 

7210001395779 

BLANKET  BED  COTTON 
THERMAL  WHITE  66X90 

IS 

EA 

10.00 

10.00 

33.70 

5.70 

$78.10 

33.70 

5.70 

$78.10 

A 

7210009356666 

BLANKET  CASUALTY 
PLAST  FILM  &  ALUM 
95X56IN 

EA 

12.00 

12.00 

1.92 

0.12 

$50.76 

1.92 

0.12 

$50.76 

A 

7920007725800 

BRUSH  SANITARY  141N 
CRIMPED  NYLON 

EA 

1.00 

1.00 

0.67 

0.17 

$2.84 

0.67 

0.17 

$2.84 

A 

7240000893827 

CAN  WATER  MILITARY 
PLAS  COLOR  IS  5  GALLON 

EA 

3.00 

3.00 

15.00 

6.00 

$36.06 

15.00 

6.00 

$36.06 

A 

6532000811804 

COAT  MENS  PAJAMA 
COLLARLESS  COTTON 

LRG  BLUE 

EA 

10.00 

10.00 

5.00 

0.46 

$118.60 

5.00 

0.46 

$118.60 

A 

6532000811802 

COAT  MENS  PAJAMA 
COLLARLESS  COTTON 

MED  BLUE 

EA 

10.00 

10.00 

5.00 

0.46 

$112.10 

5.00 

0.46 

$112.10 

C 

6515013652099 

CRUTCH  HARDWOOD  L 
ADULT  SIZE 
W/HANDGRIPS&TIPS 

PR 

2.00 

1.00 

4.00 

1.60 

$43.06 

2.00 

0.80 

$21.53 

C 

6515007777340 

CUSHION  CRUTCH 

SPONGE  RUBBER  8X1. 5 IN 
6IN  OP 

PR 

2.00 

1.00 

1.12 

0.40 

$4.10 

0.56 

0.20 

$2.05 

A 

6520002999671 

FORCEP  DRSNG  CRES 
ROUND  TIP  6IN  TWEEZER 

EA 

1.00 

1.00 

0.11 

0.01 

$16.64 

0.11 

0.01 

$16.64 

A 

6515003343800 

FORCEPS  HEMO  KELLY 
5.25-5. 75IN  SLIGHT  CURV 

EA 

3.00 

3.00 

0.45 

0.30 

$81.69 

0.45 

0.30 

$81.69 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  K-2 


Status 

NSN 

Supply  description 

UI 

Pre 

FDE 

qty 

Post 

FDE 

qty 

Pre 

FDE 

wt. 

Pre 

FDE 

cube 

PRE  FDE 

cost 

Post 

FDE 

wt. 

Post  FDE 
cube 

Post  FDE 
cost 

A 

6532012460145 

GOWN  HOSPITAL  FULL 

LG  CTN/POLY  UNIV  SIZE 

12S 

PG 

1.00 

1.00 

0.01 

0.00 

$84.00 

0.01 

0.00 

$84.00 

C 

6515007628902 

HANDGRIP  CRUTCH 
STANDARD  SZ 
ADULT/YOUTH 

PR 

2.00 

1.00 

0.54 

0.90 

$4.36 

0.27 

0.45 

$2.18 

A 

6515015590741 

HOLDER  1NJ  SYRINGE 

PLAS  REUSABLE  FULL 

EA 

2.00 

2.00 

0.12 

0.06 

$0.24 

0.12 

0.06 

$0.24 

A 

7210002998520 

PILLOW  PNEUMATIC 
COTTON  SHEETING 
RUBBER 

EA 

15.00 

15.00 

12.45 

0.45 

$39.30 

12.45 

0.45 

$39.30 

A 

7210001197357 

PILLOWCASE  COTTON- 
POLYESTER  WHITE 

EA 

25.00 

25.00 

10.00 

0.45 

$95.00 

10.00 

0.45 

$95.00 

A 

6530007884010 

RESTRAINT  SET 
WRIST/ANKLE 
W/CARRYING  CASE 

SE 

1.00 

1.00 

2.89 

0.15 

$99.77 

2.89 

0.15 

$99.77 

A 

6532010988345 

ROBE  LONG  SEERSUCKER 
BLUE/WHITE  CTN  LARGE 

EA 

3.00 

3.00 

3.21 

0.23 

$64.92 

3.21 

0.23 

$64.92 

A 

6515009357138 

SCISSOR  BANDAGE 
ANGLED  7.25IN 

EA 

1.00 

1.00 

0.25 

0.12 

$12.79 

0.25 

0.12 

$12.79 

A 

6515003638840 

SCISSOR  BANDAGE 
ANGLED  7 IN 

EA 

4.00 

4.00 

0.84 

0.40 

$48.16 

0.84 

0.40 

$48.16 

A 

7210000811417 

SHEET  BED  CTN- 
POLYESTER  WHITE 
104X72IN  IS 

EA 

25.00 

25.00 

37.50 

7.03 

$286.50 

37.50 

7.03 

$286.50 

A 

6532009143071 

SHIRT  OPER  SURG  MENS 

XL  PULLOVER  GRN/GRAY 

EA 

10.00 

10.00 

5.70 

0.37 

$63.40 

5.70 

0.37 

$63.40 

A 

6532009143598 

SHIRT  OPER  SURG  MENS/ 
LARGE 

EA 

10.00 

10.00 

5.40 

0.37 

$58.10 

5.40 

0.37 

$58.10 

A 

6532011563559 

SHOE  ORTHOPEDIC  RBBR 
SOLE  W/CONTACT 
CLOSURES 

EA 

1.00 

1.00 

0.72 

0.04 

$3.76 

0.72 

0.04 

$3.76 

A 

6532011535374 

SHOE  POST-OP  FRACTURE 
WALKER  BEVELED  SOLE 

EA 

1.00 

1.00 

0.75 

0.03 

$7.25 

0.75 

0.03 

$7.25 

A 

6515010394884 

SPHYGMOMANOMETER 
ANEROID  300MM 

EA 

4.00 

4.00 

3.84 

0.40 

$63.00 

3.84 

0.40 

$63.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 


Using  ESP  to  Develop  Materiel  Solutions  for  EMEDS  Volume  Three:  EMEDS  +10  K-3 


Status 

NSN 

Supply  description 

UI 

Pre 

FDE 

qty 

Post 

FDE 

qty 

Pre 

FDE 

wt. 

Pre 

FDE 

cube 

PRE  FDE 

cost 

Post 

FDE 

wt. 

Post  FDE 
cube 

Post  FDE 
cost 

A 

6515009354088 

STETHOSCOPE  ADL  241N 
TWO  POSN  VALVE 

EA 

4.00 

4.00 

2.80 

1.20 

$108.32 

2.80 

1.20 

$108.32 

A 

6530007844205 

STRAP  WEB  LITTER 
PATIENT  SECURING 

EA 

24.00 

24.00 

19.44 

0.60 

$421.92 

19.44 

0.60 

$421.92 

A 

7210012860983 

TOWEL  BATH  COT-POLY 
&  TERRY  CLOTH  48X241N 

EA 

10.00 

10.00 

7.00 

0.01 

$35.00 

7.00 

0.01 

$35.00 

A 

6532000811680 

TROUSERS  MENS  PAJAMA 
COTTON/POLY  LG  GREEN 

EA 

10.00 

10.00 

6.20 

0.51 

$134.20 

6.20 

0.51 

$134.20 

A 

6532000811666 

TROUSERS  MENS  PAJAMA 
COTTON/POLY  MED 

GREEN 

EA 

10.00 

10.00 

25.60 

1.54 

$117.00 

25.60 

1.54 

$117.00 

A 

6532002999628 

TROUSERS  OPERATING 
SURG  LG  GRN/GRAY 

EA 

5.00 

5.00 

3.50 

0.19 

$66.40 

3.50 

0.19 

$66.40 

A 

6532002999630 

TROUSERS  OPERATING 
SURG  MED  GRN/GRAY 

EA 

5.00 

5.00 

3.25 

0.19 

$66.40 

3.25 

0.19 

$66.40 

Medications 

D 

6505010083323 

DIATRIZOATE 
MEGLUMINE  &  SODIUM 
120ML  SOL  12S 

PG 

1.00 

0.00 

5.00 

0.43 

$76.86 

0.00 

0.00 

$0.00 

D 

6505015419595 

LEVALBUTEROL 
TARTRATE  45MCG  INH 
W/ADAPT  15GM 

PG 

3.00 

0.00 

0.99 

0.33 

$69.48 

0.00 

0.00 

$0.00 

D 

6505014623025 

RINGER'S  INJ 

LACTATED  1000ML  14S 

PG 

5.00 

0.00 

149.21 

15.00 

$118.45 

0.00 

0.00 

$0.00 

D 

6505013306269 

SODIUM  CHLORIDE  FOR 
INJ  1000ML  BAG  12S 

PG 

3.00 

0.00 

72.00 

9.00 

$34.74 

0.00 

0.00 

$0.00 

Consumables 

A 

6510011534574 

APPLICATOR  POVIDONE 
IODINE  IMPREG  STER  25S 

PG 

1.00 

1.00 

1.00 

0.60 

$8.67 

1.00 

0.60 

$8.67 

C 

6510005977469 

BANDAGE  ADH.75X3IN 
STER  DRESS  100S 

PG 

4.00 

1.00 

1.04 

0.08 

$20.60 

0.26 

0.02 

$5.15 

C 

6510012766831 

BANDAGE  CAST 
FIBERGLAS  RES  IMPREG 
4YDX4IN  10S 

PG 

2.00 

1.00 

4.00 

2.00 

$60.00 

2.00 

1.00 

$30.00 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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UI 
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qty 
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FDE 
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wt. 
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FDE 

cube 

PRE  FDE 

cost 
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FDE 

wt. 

Post  FDE 
cube 

Post  FDE 
cost 

A 

6510012715684 

BANDAGE  CAST 
FIBERGLAS  RESIN  IMPR 
2INX4YD  10S 

PG 

1.00 

1.00 

2.00 

1.00 

$36.87 

2.00 

1.00 

$36.87 

A 

6510012715683 

BANDAGE  CAST  IMPREG 
GAUZE  4YDX3IN  10S 

PG 

1.00 

1.00 

2.00 

1.13 

$63.77 

2.00 

1.13 

$63.77 

A 

6510002012001 

BANDAGE  CAST  PLASTER 
IMPREG  3INX3YD  12S 

PG 

1.00 

1.00 

3.06 

1.00 

$11.03 

3.06 

1.00 

$11.03 

C 

6510002003080 

BANDAGE  COMPRESS 
CAMO  4X41NX84IN 

EA 

12.00 

6.00 

3.60 

2.82 

$28.44 

1.80 

1.41 

$14.22 

A 

6510002003075 

BANDAGE  COMPRESS 
CAMO  STER  2X2IN  48X2IN 
4S 

PG 

3.00 

3.00 

3.00 

1.74 

$13.50 

3.00 

1.74 

$13.50 

C 

6510009355822 

BANDAGE  ELASTIC  ACE 
41NX4.5YDS  12S 

PG 

3.00 

1.00 

6.00 

3.00 

$52.98 

2.00 

1.00 

$17.66 

C 

6510009355823 

BANDAGE  ELASTIC  ACE 
6INX4.5YDS  12S 

PG 

2.00 

1.00 

4.00 

2.00 

$45.46 

2.00 

1.00 

$22.73 

c 

6510009355821 

BANDAGE  ELASTIC 

NONST  4.5YDX3IN  12S 

PG 

2.00 

1.00 

3.26 

0.28 

$27.24 

1.63 

0.14 

$13.62 

c 

6510005827993 

BANDAGE  GAUZE  ROLL 
5YDX3IN  6  PLY  12S 

PG 

2.00 

1.00 

2.08 

2.00 

$19.98 

1.04 

1.00 

$9.99 

c 

6510014600849 

BANDAGE  KIT  ELASTIC 

EA 

12.00 

1.00 

12.00 

12.00 

$130.56 

1.00 

1.00 

$10.88 

c 

6510002011755 

BANDAGE  MUSLIN 
COMPRESS  OLIVE 
37X37X52IN 

EA 

12.00 

6.00 

1.50 

2.78 

$24.84 

0.75 

1.39 

$12.42 

c 

6515006600010 

BLADE  SURG  KNIFE  DET 
NO.  11  SMALL  TANG  6S 

PG 

3.00 

1.00 

0.30 

0.30 

$1.44 

0.10 

0.10 

$0.48 

c 

6515013647374 

BRACE  KNEE  ORTHO 
MEDIUM  SZ  OPEN 

PATELLA 

EA 

2.00 

1.00 

1.82 

0.22 

$302.82 

0.91 

0.11 

$151.41 

c 

6515001490104 

CATH  KIT  URETHRAL 

16FR 

EA 

3.00 

1.00 

2.07 

0.41 

$104.34 

0.69 

0.14 

$34.78 

c 

6515015223577 

CATH  KIT  URETHRAL 

18FR  10S 

PG 

3.00 

1.00 

7.50 

12.00 

$210.00 

2.50 

4.00 

$70.00 

A 

6515003245500 

DEPRESSOR  TONGUE 

6X0. 75X0. 062IN  STRAIGHT 
100S 

PG 

1.00 

1.00 

0.67 

0.10 

$3.08 

0.67 

0.10 

$3.08 

Legend 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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Post  FDE 
cube 
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C 

6510015064608 

DRESSING  PRESSURE 

FIELD  PAD  1 1.75X1 1.75IN 

EA 

12.00 

1.00 

12.00 

12.00 

$74.88 

1.00 

1.00 

$6.24 

C 

6510015064604 

DRESSING  PRESSURE  PAD 
COTTON  7.5X8IN 

EA 

12.00 

1.00 

6.60 

3.60 

$54.60 

0.55 

0.30 

$4.55 

c 

6515012672728 

ELECTRODE 

ELECTROCARDIOGRAPH 
ADLT  PRE-GELL  3S 

PG 

8.00 

4.00 

1.60 

1.60 

$17.28 

0.80 

0.80 

$8.64 

D 

7530006124000 

ENVELOPE  PHOTO 
NEGATATIVE  17.5X14.5IN 
100S 

PG 

1.00 

0.00 

12.50 

0.70 

$16.52 

0.00 

0.00 

$0.00 

C 

6515015199172 

GLOVE  PATIENT  EXAM  M 
NON  STER  PWD  FREE  100S 

PG 

5.00 

3.00 

5.00 

0.63 

$34.95 

3.00 

0.38 

$20.97 

C 

6515015199161 

GLOVE  PATIENT  EXAM 
NON  STER  PWD  FREE  L 

100S 

PG 

10.00 

3.00 

10.00 

1.25 

$69.90 

3.00 

0.38 

$20.97 

C 

6515015199173 

GLOVE  PATIENT  EXAM 

SM  NON  STER  PWDRFREE 
100S 

PG 

5.00 

2.00 

5.00 

0.63 

$34.95 

2.00 

0.25 

$13.98 

A 

6515015407674 

INTRAVENOUS  INJ  SET 

20S 

PG 

1.00 

1.00 

0.06 

0.08 

$120.00 

0.06 

0.08 

$120.00 

A 

6515013543125 

IV  INJECTION  SET  6  86IN 
Y-SITES  50S 

PG 

1.00 

1.00 

2.00 

1.50 

$129.89 

2.00 

1.50 

$129.89 

A 

7530005774371 

LABEL  3.5X.61N248S 

PG 

1.00 

1.00 

0.20 

0.10 

$0.76 

0.20 

0.10 

$0.76 

A 

6515007542836 

NEEDLE  HYPO  20GA  1.438- 
1.562IN  LUER  LOCK  100S 

PG 

1.00 

1.00 

0.76 

0.10 

$16.13 

0.76 

0.10 

$16.13 

B 

6515015261627 

NEEDLE  HYPO 

22GAX1.5IN  SAFETY 
SHIELDING  50S 

PG 

1.00 

2.00 

1.22 

0.15 

$22.00 

2.44 

0.30 

$44.00 

A 

6515015261729 

NEEDLE  HYPODERMIC 
SAFETY  18GAX  1.500  50S 

PG 

1.00 

1.00 

0.25 

0.02 

$22.00 

0.25 

0.02 

$22.00 

A 

6515014946132 

NEEDLE  NERVE 
STIMULATOR  22GAX2IN 

IN  SUL  25  S 

PG 

1.00 

1.00 

0.05 

0.10 

$176.12 

0.05 

0.10 

$176.12 

C 

6510007863736 

PAD  ISOPROPYL 

ALCOHOL  IMPREGNATED 
WHITE  200S 

PG 

4.00 

2.00 

4.00 

0.40 

$11.60 

2.00 

0.20 

$5.80 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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UI 
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wt. 
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FDE 

wt. 

Post  FDE 
cube 

Post  FDE 
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A 

6510001110708 

PAD  NONADHER 

3. 9X4. 9X2. 9/3 IN  STER  100S 

PG 

1.00 

1.00 

1.08 

0.11 

$10.17 

1.08 

0.11 

$10.17 

A 

6510005596130 

PAD  POST  SURGICAL 
OBSTET  ABS  SUPER  SIZE 
288S 

PG 

1.00 

1.00 

0.62 

2.00 

$40.50 

0.62 

2.00 

$40.50 

C 

6515014661205 

SPLINT  WRIST&FOREARM 
PERF  FOAM  L  HAND 

UNHV 

EA 

2.00 

1.00 

1.50 

0.03 

$55.06 

0.75 

0.02 

$27.53 

C 

6515013867123 

SPLINTING  MATERIAL 
ORTHO  36X4.5IN  PADDED 

EA 

12.00 

3.00 

9.00 

6.00 

$220.56 

2.25 

1.50 

$55.14 

A 

6510013942525 

SPONGE  LAPAROTOMY 
18X18IN  PREWASH  SFTPK 
200S 

PG 

1.00 

1.00 

2.00 

2.00 

$101.75 

2.00 

2.00 

$101.75 

C 

6510015309413 

SPONGE  SURG  2X2  2  PER 
ENVELOPE  100S 

PG 

3.00 

1.00 

3.00 

3.00 

$15.99 

1.00 

1.00 

$5.33 

A 

6510007822698 

SPONGE  SURG  GAUZ  ABS 
WHITE  4X4IN  8-PLY  200S 

PG 

2.00 

2.00 

4.00 

2.00 

$13.12 

4.00 

2.00 

$13.12 

A 

6515011904373 

SUTURE  ABS  OB/GYN  SZ 

2-0  36IN  ATRALOC  NDL  3S 

PG 

1.00 

1.00 

0.60 

0.20 

$33.75 

0.60 

0.20 

$33.75 

C 

6515011535721 

SUTURE  ABS  SGL  ARM 

RND  SZ  0  VIOLET  361N  36S 

PG 

2.00 

1.00 

0.60 

0.40 

$267.48 

0.30 

0.20 

$133.74 

A 

6515010619871 

SUTURE  ABS  SZ  3-0  30IN 
NDL  SH  B3  1/2  12S 

PG 

1.00 

1.00 

0.20 

0.20 

$87.12 

0.20 

0.20 

$87.12 

A 

6515011221673 

SUTURE  NONABS  SZ  0 

SGL  ARM  B3  1/2  CIR  30IN 

3S 

PG 

1.00 

1.00 

0.24 

0.10 

$118.29 

0.24 

0.10 

$118.29 

A 

6515007540412 

SYRINGE  HYPO  10ML  CAP 
LUER  SLIP  W/O  NDL  100S 

PG 

1.00 

1.00 

0.70 

0.34 

$16.43 

0.70 

0.34 

$16.43 

A 

6515004627348 

SYRINGE  HYPODERMIC 

3 ML  LUER  LOCK  100S 

PG 

1.00 

1.00 

1.13 

0.17 

$12.45 

1.13 

0.17 

$12.45 

C 

6510009268882 

TAPE  ADHESIVE  SURG 
POROUS  WOVEN 

1INX10YD  12S 

PG 

2.00 

1.00 

2.08 

0.08 

$35.14 

1.04 

0.04 

$17.57 

B 

6510009268883 

TAPE  ADHESIVE  SURG 
WOVEN  2INX10YD  6S 

PG 

1.00 

2.00 

1.07 

1.00 

$14.24 

2.14 

2.00 

$28.48 

Legend 


A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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UI 

Pre 
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cube 
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Post  FDE 
cube 

Post  FDE 
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C 

6530014617988 

URINAL  MALE  PATIENT 
PLAS 

EA 

18.00 

2.00 

18.00 

0.18 

$13.68 

2.00 

0.02 

$1.52 

Durables 

A 

6530014619017 

BASIN  WASH  8  QUART 
RECTANGULAR  MAUVE 

50S 

PG 

1.00 

1.00 

1.15 

0.15 

$34.91 

1.15 

0.15 

$34.91 

A 

6135009857845 

BATTERY 

NONRECHARGEABLE  1.5  V 
CELL  AA  24S 

PG 

2.00 

2.00 

2.00 

0.20 

$10.56 

2.00 

0.20 

$10.56 

A 

613500985784 

6 

BATTERY 

NONRECHARGEABLE  1.5  V 
CELL  C 12S 

PG 

1.00 

1.00 

1.85 

0.10 

$7.76 

1.85 

0.10 

$7.76 

C 

613500900213 

9 

BATTERY 

NONRECHARGEABLE  9V 
12S 

PG 

2.00 

1.00 

2.50 

0.20 

$23.44 

1.25 

0.10 

$11.72 

C 

6135008357210 

BATTERY 

NONRECHARGEABLE  D 

1.5  VOLT  CYLIND  12S 

PG 

2.00 

1.00 

7.00 

0.20 

$17.84 

3.50 

0.10 

$8.92 

A 

6530014686154 

CONTAINER  DISPOSAL 
NDLE&SYRINGE  24S 

PG 

1.00 

1.00 

3.00 

0.25 

$52.32 

3.00 

0.25 

$52.32 

A  =  Unchanged 
B  =  Quantity  increase 
C  =  Quantity  decrease 


Legend 

D  =  Delete 

E  =  Add,  replacement  item 
F  =  Add,  new  item 
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